MALONEY 

GROUP  OF  COMPANIES 

CANADA  ^ 


WHEN  THE  BEST  IS  YOUR  ONLY  STANDARD 


CALL  ON  MALONEY  FOR  YOUR  PRODUCTION  EQUIPMENT  NEEDS 


MALONEY  STEEL  LTD. 

P.O.  Box  5069,  Station  “A” 


MALONEY  STEEL  LTD. 

Kelowna  Division 


MALONEY  STEELCRAFTS  (U.K.)  LTD. 

2 Park  Street,  Woburn, 


Maloney,  the  industry  leader,  has  successfully 


designed  and  manufactured 
and  most  sophisticated 
equipment  in  the  world. 

Serving  both  onshore  and 
offshore  oil  and  gas  industry 
requirements  for  over  27  years. 


of  the  largest 


...ov^r  100  years  with  our  ancestral  company 

Maloney  continues  to  confirm  its  world  wide 
reputation  for  providing  superior  quality 
products  and  state  of  the  art 
design. 


8825  Shepard  Rd.S.E., 

Calgary,  Alberta 
CanadaT2H  1X1 
Telephone:  (403)  279-5000 
Fax:  (403)  279-2068 
Telex:  03-821153  (Maloney  CGY) 


1655  Dilworth  Drive 
Kelowna,  British  Columbia 
Canada  VI Y8M4 
Telephone:  (604)  762-3131 
Fax:  (604)  860-6618 


Milton  Keynes,  MK179PG 
United  Kingdom 
Telephone:  0525  290110 
Fax:  0525  290112 
Telex:  825874  (MSCLTD  G) 


CANAD1ANA 


/dlbcrta 

ECONOMIC  DEVELOPMENT 
AND  TRADE 

324  Legislature  Building 
Edmonton,  Alberta 
Canada  T5K  2B6 
Phone:  (403)427-2134 

Alberta  Economic  Development 
and  Trade  leads  the  development, 
coordination  and  implementation  of  the 
provincial  government's  economic 
diversification  strategy.  Via  four  major 
working  divisions,  the  department  strives 
to  maintain  a climate  conducive  to 
investment,  foreign  and  domestic  trade 
and  the  establishment  of  new  businesses. 

The  divisions  (Small  Business  and 
Industry,  Business  Finance  and 
Investment,  Policy  and  Planning,  and 
Trade)  offer  a multitude  of  programs  and 
initiatives  and  are  supported  by  Finance 
and  Administration,  and  Human 
Resources  branches.  Acting  as  a separate 
entity,  yet  responsible  to  the  department, 
the  Office  of  the  Commissioner  General 
for  Trade  and  Tourism  also  promotes 
trade  and  supports  the  province's 
economic  development. 

With  77%  of  Canada's  conventional 
oil,  91%  of  its  natural  gas  and  all  of  its 
bitumen  and  synthetic  reserves,  Alberta 
companies  have  been  spurred  on  to 
develop  innovative  new  methods  to 
explore,  produce  and  process  oil  and  gas. 
So  successful  have  they  been  that  we 
now  export  experience  and  technology  to 
a myriad  of  countries  around  the  world. 
Energy  also  has  been  the  catalyst  for 
growth  in  other  industries,  playing  a vital 
role  in  Alberta's  economic  development 
and  diversification. 

The  information  contained  in  this 
directory  has  been  obtained  from  sources 
believed  to  be  reliable  and  every  attempt 
has  been  made  to  accurately  represent 
this  significant  industry  to  potential  buyers 
on  all  continents. 

Alberta  Economic  Development  and  Trade  will 
distribute  this  Directory  in  key  locations  including 
Alberta's  foreign  offices,  international  trade  shows, 
and  trade  and  investment  missions. 
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Nickle's  Canadian  Oil  Register 
A member  of  the 
Southam  Energy  Group 

300,  999  - 8 Street  S.W. 

Calgary,  AB 
Canada  T2R1N7 
Phone:  (403)  244-61 1 1 
Fax:  (403)245-8666 
db 

e Southam  Business 
y Communications  Inc. 

Vice-President  West:  Ward  Brandow 
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Alberta  Government  Offices: 

324  Legislature  Building 
EDMONTON,  Alberta 
Canada  T5K  2B6 
Phone:  (403)  427-2134 
Fax:  (403)  422-9675 

5th  Floor,  999  - 8 St.  S.W. 

CALGARY,  Alberta 
Canada  T2R  1 J5 
Phone:  (403)  297-6284 
Ffax:  (403)297-6168 

1110,  Royal  Bank  Centre 
90  Sparks  Street 
OTTAWA,  Ontario 
Canada  KIP  5B4 
Phone:  (613)237-2615 
Fax:  (613)563-9934 

Rooms  1003-4,  10th  Floor 
Tower  Two,  Admiralty  Centre 
18  Harcourt  Road 
Central,  HONG  KONG 
Phone:  (852)  528-4729 
Fax:  (852)529-8115 

Telex:  802  61961  + 

3rd  Floor,  Canada  Place 
3-37  Akasaka  7-Chome 
Minato-ku,  TOKYO  107 
Japan 

Phone:  81-3-3470-1171 
Fax:  81-3-3470-3939 

Telex:  72-28543+ 

303,  The  Westin  Chosun  Hotel 
87,  Sogong-Dong 
Chung-ku,  SEOUL  100-070 
Korea 

Phone:  82-2-773-8961  \5 
Fax:  82-2-773-8966 

1 Mount  Street 
LONDON,  England 
W1Y5AA 

Phone:  4471-491-3430 
Fax:  4471-629-2296 

Telex:  51-23461  + 

3535,  333  South  Grand  Ave. 

LOS  ANGELES,  CA  90071 
USA 

Phone:  (213)625-1256 
Fax:  (213)626-2107 

27th  Floor 

General  Motors  Building 
767  - Fifth  Avenue 
NEW  YORK,  NY  10153 
USA 

Phone:  (212)759-2222 
Fax:  (212)759-3682 
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STAMPEDE  PARK 
CALGARY,  ALBERTA 
JUNE  9,  10&11, 1992 


WRITE  OR  PHONE  TODAY 
FOR  SHOW  INFORMATION 


r EASTERN  CANADA 

Judy  Hurd, 

Show  Manager 
1450  Don  Mills  Road 
Don  Mills,  Ontario  M3B  2X7 
Tel.  (416)  442-2021  1 

Fax  (416)  442-2207  Fa 


R WESTERN  CANADA 

Ward  Brandow, 

Show  Coordinator 
Suite  300,  999  - 8th  St.  S.W. 
Calgary,  Alberta  T2R  1N7 
Tel.  (403)  244-6111 
Fax  (403)  245-8666 


Managed  and  Produced  by: 

SOUTHEX  EXHIBITIONS 

A Division  of  Southam  Business  Communications  Inc. 


WE'RE  NOT  JUST 


•JHW  L'ImW: 


COMMUNICATIONS, 

WE’RE  MAKING 
HISTORY. 


AGT  Private  Mobile  Systems,  for  more  than  40  years,  \ 
has  cultivated  a team  of  skilled  engineers  and  designers 
who  have  pioneered  the  development  of  some  of  the  world's 
most  innovative,  high-performance  communication  systems. 

Now,  after  a recent  restructuring,  we  are  pursuing 
national  and  international  markets. 


For  more  information 

call  (403)  447-7871  (collect) 
or  Fax  (403)  447-5310. 


EMDMRS  (Enhanced  Multi-Departmental  Mobile  Radio  System), 
our  newest  trunked  system  with  expansion  capabilities  beyond  10,000  users; 

SCADA  (Supervisory  Control  and  Data  Acquisition)  networks;  point-to-point; 

and  custom-designed  systems  are  representative  of  the  advanced 

technology,  intricate  teamwork  and  dedication  to  service 

and  support  that  goes  into  every  system  we  create. 

V 

AGT  Private  Mobile  Systems. 

The  solution  to  mobile  communications 
is  simple  when  you  have  the  talent. 


Private  Mobile  Systems 


Company  Profiles 

i.: — 


Abandall  Well  Services  Inc. 

1900,  407 -2  St.  S.W. 

Calgary,  AB  T2P  2Y3 
Phone:  (403)264-2274 
Fax:  (403)  264-6995 

Contacts:  Ranee  E.  Fisher,  Pres. 

Cliff  Raugust,  Vice-Pres. 

Products/Services:  Abandonments;  reclamation;  disposal  of  service 
equipment. 

Abandonrite  Services  Ltd. 

3001,505-4  Ave.  S.W. 

Calgary,  AB  T2P  0J8 
Phone:  (403)233-9409 
Fax:  (403)265-7178 

Contacts:  Bill  Darling,  Pres. 

Scott  Darling,  Vice-Pres. 

Products/Services:  Full  abandonment  services  including  ERCB 

approvals,  programming,  supervision,  tease  restoration,  casing  pulling 

and  equipment  salvage  and  sales.  350  tonne  casing  jacks. 


Ability  Industrial  Supply  Co.  Ltd. 

D-8,61 15  - 3 St.  S.E. 

Calgary,  AB  T2H  2L2 
Phone:  (403)253-9529 
Fax:  (403)253-1757 

Contacts:  Ed  Pierzchalski,  Gen. Mgr. 

Products/Services:  Bulk  sales  and  custom  manufacturing  of  hydraulic 
hose  and  assemblies.  Bulk  sales  and  custom  manufacturing  of  hydraulic 
tubing  and  assemblies.  Custom  made  hose  ends,  adapters  and  tubing. 
Distributor  of  Aeroquip  hose  and  couplings;  carbon  steel  tubing  and 
fittings;  brass  fittings;  gauges;  electronic  measurement  and  sensing 
devices. 


ABKO  Holdings  (1977)  Ltd. 

900,  840  - 7 Ave.  S.W. 

Calgary,  AB  T2P  3G2 
Phone:  (403)262-3221 
Fax:  (403)  269-4309 

Contacts:  A.B.  Kettles,  Pres. 

P.  Temoin,  Envmt.Eng. 

Products/Services:  Safety  and  environmental  consulting. 


Ace  Asphalt  & Maintenance 
(Products)  Ltd. 

4415C-58  Ave.  S.E. 

Calgary,  AB  T2C  1Y3 
Phone:  (403)279-1000 
Fax:  (403)  236-0000 

Contacts:  M.  Murphy,  Exec.Off. 

Products/Services:  Heli  drills;  Vacu  Pulse  systems  - vacuum  pumps; 
asphalt  emulsion  plants;  neoprene-polymere;  rubberized  crack  fillers; 

asphalt;  drilling  machinery;  asphalt  mixing  and  finishing  equipment. 


Action  International  Well  Servicing  Inc. 

600,  333-  11  Ave.  S.W. 

Calgary,  AB  T2R1L9 
Phone:  (403)269-1800 
Fax:  (403)  237-5378 

Contacts:  Brad  McGinnis,  Pres. 

Karl  Rhynas,  Vice-Pres.Optns. 


Products/Services:  Specializing  in  custom  rig-ups  for  the  U.S.S.R. 

New  and  used  service  rig  equipment  including  personnel  and  appraisal 
services. 


Addison  & Leyen  Ltd. 

700,  521  - 3 Ave.  S.W. 

Calgary,  AB  T2P  3T3 
Phone:  (403)261-5861 
Fax:  (403)261-5862 

Contacts:  W.D.  (Bill)  Roach,  Pres. 

J.J.  (Jack)  Dietrich,  Sec-Treas. 

Products/Services:  Workover,  completion  and  service  rigs  with  crews 
on  a call  out  or  contract  basis.  Experienced  supervisors  and  crews  on 
contract  basis  for  customer’s  equipment.  Consulting  on  equipment 
requirements,  sourcing  and  management.  Complete  workover, 
completion  and  service  rigs  for  long  term  rental  or  sate. 


Advance  Engineered  Products  Ltd. 

8140-46  St. 

Edmonton,  AB  T6B  2M8 

Phone:  (403)465-6114 

Contacts:  Gerry  VanWachem,  Pres. 

Ray  Hicton,  Prod. Mgr. 

Products/Services:  Metal  manufacturing.  Service  and  repair  of  truck 
trailers,  tank  truck  trailers.  Tank  trailers  - all  types;  tank  trucks;  flatdeck 
trailers;  aircraft  refuellers;  van  trailers;  storage  tanks;  portable  tanks. 


AGT  Private  Mobile  Systems 

16515- 116  Ave. 

Edmonton,  AB  T5M  3V1 
Phone:  (403)447-7871 
Fax:  (403)447-5310 

Contacts:  Dave  Bulton,  Prod. Mgr. 

Mike  Millward,  Prod. Mgr. 

Products/Services:  Wide  range  of  telecommunications/custom 
engineered  systems.  Distributor  of  all  major  land/mobile  equipment. 

(See  our  advertisement  on  page  X) 


ALANCO 

Box  23 

Okotoks,  AB  T0L  1T0 
Phone:  (403)938-4058 
Contacts:  Bob  Harris,  Owner. 

Bev  Stevens,  Contr. 

Products/Services:  Anodizing  of  aluminum;  conversion  coatings  on 
aluminum. 


Alberta  Drilling  Fluids  (1990)  Ltd. 

1500,  Bow  Valley  Sq.  4 
250  - 6 Ave.  S.W. 

Calgary,  AB  T2P  3H7 
Phone:  (403)262-4219 
Contacts:  Stephen  McDonough 
Terry  McDonough 
Products/Services:  Drilling  fluids. 

Alberta  Glove  Co.  Ltd. 

8912-60  Ave. 

Edmonton,  AB  T6E  6A6 
Phone:  (403)465-0613 
Fax:  (403)  469-4522 
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Contacts:  Ryan  W.  Gough,  Sis. Mgr. 

Products/Services:  Safety  gloves  and  clothing  for  oilfield,  welding, 
construction,  rainwear  (flame  retardant),  welding  jackets,  aprons,  gloves. 


Alberta  Governor  Service  Ltd. 

5977-  103A  St. 

Edmonton,  AB  T6H  2J7 
Phone:  (403)437-4673 
Fax:  (403)  434-2339 

Contacts:  J.  Hauck 

R.  Melanson 

Products/Services:  Repairof  Woodward  and  Barber-Colman  hydraulic 
and  electronic  governors;  Woodward  factory  authorized  service.  Sales 
of  parts  and  units  of  Woodward  and  Barber-Colman  hydraulic  and 
electronic  governors. 


Alberta  Hydro  Trenching  Ltd. 

R.R.  1 

Rimbey,  AB  TOC  2J0 
Phone:  (403)748-3435 
Fax:  (403)  748-3444 

Contacts:  Wes  Gyori,  Pres. 

Wendel  Gyori,  Treas. 

Products/Services:  Trenching;  line  location;  piling  holes;  excavation. 
Three  complete  hydro  excavation  units. 


Alberta  Petroleum  Equipment  Co.  Ltd. 

680,  707  - 7 Ave.  S.W. 

Calgary,  AB  T2P  3H6 
Phone:  (403)263-7714 
Fax:  (403)  263-7770 

Contacts:  Dale  Johnson,  Pres. 

Murray  Brown,  Vice-Pres. 

Products/Services:  Equipment  supply  and  related  services  for  the 
energy  industry,  focused  on  drilling,  well  servicing,  and  production 
equipment  used  at  well  sites.  Drilling  equipment;  service  rigs;  well 
servicing  equipment  (hot  oilers,  flush-by  units,  pump  trucks,  etc.); 
pneumatic  controls;  compressors;  surge  dampeners. 


Alberta  Safety  Valve  Ltd. 

208  Stockton  Ave. 

Okotoks,  AB  T0L1T0 
Phone:  (403)938-4295 
Fax:  (403)  938-5246 

Contacts:  Keith  Levoir,  Pres. 

Ron  Cherney,  Mgr. 

Products/Services:  Supply  of  safety  relief  valves  and  theircomponents. 
Canadian  distributor  for  Mercer  safety  relief  valves,  sales  of  Consolidated 
Farris,  Crosby,  Lonergan. 


Alberta  Tank  & Storage  Ltd. 

Box  390 

Bowden,  AB  TOM  0K0 
Phone:  (403)224-2400 
Fax:  (403)  224-3388 

Contacts:  Wm.  J.  Cocke,  Gen.Mgr./Pres. 

Hazel  Cocke,  Off.Mgr. 

Products/Services:  Supply  and  erect  Columbian  bolted  steel  tanks, 
field  repair  of  existing  bolted  tanks.  Relocate  bolted  tanks.  Light  oil  field 
hauling,  8 ton  picker. 


Alberta  Traffic  Supply  Ltd. 

7798-  16  St. 

Box  5684,  Stn.  L 
Edmonton,  AB  T6C  4G1 
Phone:  (403)440-4114 
Fax:  (403)440-1326 

Contacts:  Allan  Russell,  SIs.Mgr. 

Nestor  Boisuert,  Purch.Mgr. 

Products/Services:  Manufacture  of  signs  and  decals.  Supply  of 
miscellaneous  traffic  control  equipment.  Approved  dangerous  goods 
placard,  label  or  WHMIS  manufacturer.  New  recycling  service  for  old 
signs. 


Alberta  Treating  Chemicals  Ltd. 

3523  - 64  Ave.  S.E. 

Calgary,  AB  T2C1N3 
Phone:  (403)297-0160 
Fax:  (403)  279-9295 

Contacts:  Roily  Almazan,  Exec.Off. 

Products/Services:  Delmusifiers;  scale  inhibitors;  corrosion  inhibitors; 
biocides,  hydrogen  sulfide  scavenger;  paraffin  solvents  and  inhibitors; 
defoamers;  foaming  agents;  waste  water  treatment  additives;  asphalt 
and  cement  additives;  well  stimulation  equipment. 


Alcan  Pipe 

701 ,500-4  Ave.  S.W. 

Calgary,  AB  T2P  2V6 
Phone:  (403)233-0244 
Fax:  (403)  266-5066 

Contacts:  John  E.  Schella,  SIs.Mgr. 

Sonia  Chiacchia,  SIs.Admin. 

Products/Services:  High  pressure  (Ansi  300)  coiled  and  directly 
ploughed  aluminum  pipeline  systems  for  gas,  oil  and  multiphase  transport. 
1 1/2"  through  3"  sizes.  (48.3  mm  O.D.  through  82.6  mm  O.D.).  One 
hydraulically  operated  plow  (Plow  depth  4'). 


Alco  Gas  & Oil  Production  Equipment  Ltd. 

5203  - 75  St. 

Box  5853,  Stn.  L 
Edmonton,  AB  T6C  4G3 
Phone:  (403)465-9061 
Fax:  (403)466-8110 

Contacts:  Frank  J.  Kana,  P.Eng.,  Vice-Pres.Eng. 

K.R.  (Ken)  Pelletier,  Vice-Pres.SIs. 

Products/Services:  From  its  inception  in  1972,  Alco’s  intention  was  to 
offer  the  energy  industry  a complete  line  of  engineered  products  to 
process  your  production  from  the  wellhead  to  the  sales  line,  as  well  as 
for  gathering  and/or  disposal.  ALCO  has  succeeded,  with  the  sale  of 
over  3000  production  packages  and  gas  processing  plant  turnkey 
installations  in  this  period  of  time.  Gas  dehydration  packages,  oil  and 
water  emulsion  treating  and  conditioning,  gas  processing/LPG  extraction 
plants,  gas  sweetening  systems,  heaters,  steam  generators,  reboilers, 
separators  and  free  water  knockouts. 


Allcargo  Forwarders  International  Inc. 

3332  Parsons  Road 
Edmonton,  AB  T6N  1B5 
Phone:  (403)461-7829 
Fax:  (403)  450-3839 

Contacts:  R.  Drew  (Rock)  Procychyn,  Optns.Mgr. 

Sid  Braybrook,  Cust.Serv. 

Products/Services:  Architects  in  transportation  offering  personalized 
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ALCO 


R GAS  & OIL 


PRODUCTION  EQUIPMENT  LTD. 

The  Total  Responsibility  Company  Supplying  . 


• Oil  & Gas  Processing  Packaged  Equipment 

• Gas  Processing  Plants 

• Customer  Pressure  Vessel  Fabrication 

• Water  Conditioning  Equipment 

Contact:  Alco  Gas  & Oil  Production  Equipment  Ltd. 

Sales  Office:  #310,  4014  Macleod  Trail  S. 

Calgary,  Alberta  Canada  T2G  2R7 
Telephone:  (403)  243-5055  Fax:  (403)  287-1562 
Telex  038-24779  (ALCO  G & O CGY) 

Fabrication  Plant,  Engineering  Offices  & Head  Office: 

7415  - 53  Avenue  P.O.  Box  5853,  Stn.  L 
Edmonton,  Alberta  Canada  T6C  4G3 
Telephone:  (403)  465-9061  Fax:  (403)  466-81 1 0 


professional  service  on:  worldwide  transportation  matters,  domestic 
freight,  transborder  freight,  international  freight,  import  or  export  to 
industry  and  commerce  alike.  Worldwide  service  - land/air/ocean; 
crating  - packing  - consolidations;  warehousing  - distribution;  project 
management  - consulting;  insurance  - notary  public  - CIFFA  member. 

Allied  Colloids  (Canada)  Inc. 

210,  7710  - 5 St.  S.E. 

Calgary,  AB  T2H  2L9 

Phone:  (403)258-0758 

Fax:  (403)  259-6203 

Contacts:  David  Williams,  Tech. Sis. Rep. 

Graham  Jones,  Tech. Sis. Rep. 

Products/Services:  Primary  manufacturer  of  synthetic  chemicals  for 
use  in  a wide  range  of  drilling  fluid  systems,  tertiary  recovery,  and 
production. 

Allied  Machinists  Ltd. 

8224  - 30  St.  S.E. 

Calgary,  AB  T2C1H8 
Phone:  (403)236-1370 
Contacts:  John  Lubbers,  Exec. Off. 

Products/Services:  Wireline  units  (rollers,  shafts);  machining. 

Allied  Supplies 

(Div-Wild  Rose  Oil  Industries  Ltd.) 

536  - 42  Ave.  S.E. 


Calgary,  AB  T2G  1Y6 
Phone:  (403)287-1400 
Fax:  (403)287-1403 

Contacts:  A.W.  Ferwin,  Exec. Off. 
Products/Services:  Oilfield  equipment. 


Allied  Transmissions  Ltd. 

3,  4156-64  Ave.  S.E. 

Calgary,  AB  T2C  2B3 
Phone:  (403)279-9505 
Fax:  (403)  236-5340 

Contacts:  Arnold  Henry,  Mgr. 

Products/Services:  Independent  transmission  rebuilder  specializing 
in  the  repair  and  service  of  Allison  automatic  and  power  shift 
transmissions.  Supplier  of  quality  replacement  parts  for  Allison  automatic 
and  power  shift  transmissions. 


Ailsett  Machine  Ltd. 

4403  - 56  Ave. 

Box  3842 

Leduc,  AB  T9E  6M8 
Phone:  (403)986-2566 
Fax:  (403)  986-6323 

Contacts:  Bob  McKinnon,  Exec.Off. 

Products/Services:  Custom  machine  fabrication;  special  industry 
machinery. 
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Alltra  Engineering  Services  Ltd. 

6,  4620  Manilla  Road  S.E. 

Calgary,  AB  T2G  4B7 
Phone:  (403)287-1510 
Fax:  (403)  287-0550 

Contacts:  Ian  Trawick,  Pres. 

Jim  Smart,  Vice-Pres.SIs. 

Products/Services:  Electrical  sales.  Large  electrical  motors;  motor 
protection  relays;  electrical  high  voltage  switch  gear;  variable  frequency 
drive  controllers;  uninterruptible  power  supplies;  D.C.  battery  chargers; 
motor  generators;  power  conditioning  units. 


All-Track  Service  (1984)  Ltd. 

324-36  Ave.  N.E. 

Calgary,  AB  T2E2L5 
Phone:  (403)276-6611 
Fax:  (403)276-8134 

Contacts:  Herman  Van  Megen,  Pres. 

Dennis  Van  Megen,  Prod. Mgr. 

Products/Services:  Sales,  service,  parts  and  rentals  of  tracked  all- 
terrain.  Welding;  machining;  sheet  metal  work;  custom  fabrication  of  steel 
and  aluminum. 


All-West  Surveys  (1982)  Ltd. 

249,  309  - 2 Ave.  S.W. 

Calgary,  AB  T2P  0C5 
Phone:  (403)234-7599 
Fax:  (403)261-4712 

Contacts:  Colin  Smith,  Bus. Dev. 

Bill  Dabbs,  Pres. 

Products/Services:  Wellsite  and  pipeline  land  surveying,  construction 
surveying,  site  surveys,  as-built  surveys.  Conventional  survey 
equipment. 


Almac  Machine  Works  Ltd. 

9539  - 56  Ave. 

Edmonton,  AB  T6E  0B2 
Phone:  (403)434-3402 
Fax:  (403)437-3507 

Contacts:  Rollie  Marcotte,  Mgr. 

Steve  Roshko,  Order  Desk. 

Products/Services:  Drilling  equipment,  mfg.  and  overhaul;  machining; 
welding;  dynamic  balancing;  pump  overhaul  and  repairs;  gearbox 
repairs.  Crown  sheaves  and  blocks;  brake  flanges;  clutch  drums  and 
spiders;  expansion  joints;  Kelly  rollers  and  bushings;  master  bushings 
and  bowl  inserts;  slips,  tongs;  elevators  and  repairs.  Electric  motors. 

Aimecon  Industries  Limited 

3213-97  St. 

Edmonton,  AB  T6N  1B7 

Phone:  (403)461-1647 

Fax:  (403)463-3052 

Contacts:  J.E.  (Jim)  Jackson,  Mktg.Dir. 

Products/Services:  Topping  and  tamping  plugs,  dynamite  drive  points 
and  flowing  hole  control  plugs  for  the  seismic  exploration  industry.  King, 
Prince,  Queen  and  Emperor  plugs  that  are  topping  and  tamping  plugs  for 
the  seismic  auger  bore  holes.  A-1 09,  A-1 1 5,  A-1 21  and  A-21 5 foam  and 
air  plugs  that  are  tamping  and/orflowing  hole  (artesian  well)  control  plugs 
for  auger  bore  and  exploration  holes/wells. 

Alta-Fab  Structures  Ltd. 

11150-163  St. 

Edmonton,  AB  T5M  3R5 


Phone:  (403)489-7733 
Fax:  (403)  489-6851 

Contacts:  Paul  Taillefer,  Sis. 

RayTaillefer,  Mgr. 

Products/Services:  Manufacturer  of  portable  structures;  service  of 
industrial  trailers;  repair  and  supply  parts  for  industrial  trailers;  rentals  of 
industrial  trailers.  Wellsite,  camps,  MCC  buildings,  operator  stations, 
offices,  custom  relocatable  structures. 


Ampscot  Equipment  Ltd. 

1607 -8  St. 

Box  209 

Nisku,  AB  T0C2G0 
Phone:  (403)955-2646 
Fax:  (403)955-2632 

Contacts:  Rae  Allen,  Exec.Off. 

Neal  Allen,  Export  Mgr. 

Products/Services:  Oilfield  pumping  units;  gearboxes;  herringbone 
gears;  replacement  helical  gears;  gear  reducers. 


Anderson/CP  Rubber 
Division  of  Starcan  Corporation 

9725  - 62  Ave. 

Edmonton,  AB  T6E  0E4 
Phone:  (403)437-1260 
Fax:  (403)437-1460 

Contacts:  C.  Kapchinsky,  SIs.Mgr. 

Noel  Campbell,  P.Eng.,  Mktg.Tech.Serv. 
Products/Services:  Distribution  of  industrial  rubber  products; 
manufacturer  of  molded  oilfield  products  from  rubber  and  urethane. 
Hose;  fittings;  V belts;  conveyor  belts;  cementing  plugs;  sheet  rubber. 


Ankha  Nuclear  Industries  (Canada)  Inc. 

3,2816-21  St.  N.E. 

Calgary,  AB  T3E  4R3 

Phone:  (403)250-3645 

Contacts:  Dr.  Johan  W.  Greidanus,  Pres. 

Products/Services:  Radioactive  tracer  well  injection  service.  Radiation 
monitoring,  decontamination  and  spill  clean-up.  Laboratory  analysis 
(Beta  and  Gamma  radiation).  Training  and  courses  on  radiation 
protection,  safety  and  transportation  of  radioactive  materials.  Consulting. 
Manufacture  and  supply  of  radioactive  tracer  material;  radiation  survey 
instruments  and  dosimeters;  radiation  protection  supplies. 


Anvil  Machine  Ltd. 

9763  - 60  Ave. 

Edmonton,  AB  T6E  0C4 
Phone:  (403)434-9796 
Fax:  (403)434-0987 

Contacts:  Bruno  Buchstein,  Exec.Off. 

Products/Services:  Custom  parts;  shocks;  jars;  pipe  pulling  tools; 
casing  and  tubing  subs;  pressure  tools. 


Apex  Machining  & Mfg. 

6704  - 78  Ave. 

Edmonton,  AB  T6B2J5 
Phone:  (403)466-0111 
Contacts:  Rob  Harvey,  Exec.Off. 

Products/Services:  Vibrators  for  mud  processing  tanks;  parts  for 
service  rigs;  downhole  equipment. 
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Apex  Metal  Ind.  Ltd. 

6,  4063  - 74  Ave.  S.E. 

Calgary,  AB  T2C  2H9 
Phone:  (403)236-0669 
Contacts:  R.E.  Frei,  Exec.Off. 

Products/Services:  Hydraulic  cylinders;  small  batch  custom  machining. 

A.P.l.  Valve  Services  Ltd. 

9715-60  Ave. 

Edmonton,  AB  T6E  0C4 
Phone:  (403)436-9693 
Fax:  (403)436-8515 

Contacts:  Clayton  Delbridge,  Pres. 

Scott  Delbridge,  Shop  Frmn. 

Products/Services:  Valve  sales  and  service,  reconditioned  valves  and 
wellheads,  B.O.P.  repairs. 


Apolio  Machine  & Welding 

5905  - 86  St. 

Edmonton,  AB  T6E2X4 
Phone:  (403)463-3060 
Fax:  (403)463-6348 

Contacts:  Robert  Norton,  Exec.Off. 

Products/Services:  Flanges  and  fittings  for  oilfield  wellhead  equipment; 
flow  control  equipment. 

Applied  Terravision  Systems  Inc. 

2800,  400  - 3 Ave.  S.W. 

Calgary,  AB  T2P4H2 
Phone:  (403)266-9595 
Fax:  (403)265-6136 

Contacts:  Robert  W.  T retiak,  Pres. 

Bradley  G.  Dick,  Gen. Mgr. 

Products/Services:  Supplier  of  integrated  products  and  services  forthe 
exploration,  production  and  land  sectors  of  the  petroleum  industry. 
Provide  integrated  Oracle  based  land  (LANDMAN), (CONTRACTS), 
reserves,  economics  (RESCAN),  production  history  (PRODSCAN), 
general  well  file  application  systems  (WELLSCAN),  and  (SPEC) 
petroleum  economics  system.  Services  include  plat  and  display  map 
generation,  database  timesharing  and  integration  consulting. 

Ardco  Industries  Ltd. 

4900  Golf  Course  Road 
Box  400 

Stony  Plain,  AB  T0E2G0 

Phone:  (403)963-5110 

Fax:  (403)  963-0241 

Contacts:  Garry  Wagenaar,  Exec.Off. 

Products/Services:  4 and  6 wheel  drive;  log  skidders  and  forwarders; 
top  drive  seismic  drills;  all  wheel  drive  conversions;  off-road  vehicles; 
vehicle  parts;  seismic  drilling  rigs;  water  well  drilling  rigs. 

ARESCO  Ltd. 

Box  11 74,  Stn.  G 
Calgary,  AB  T3A  3G3 
Phone:  (403)247-1449 
Contacts:  Colin  Poole,  Pres. 

Products/Services:  Archaeological  and  historical  research  relating  to 
environmental  concerns  and  legal  requirements. 

Argus  Machine  Co.  Ltd. 

5820  - 97  St. 

Edmonton,  AB  T6E3J1 
Phone:  (403)434-9451 
Fax:  (403)438-1502 


Contacts:  Bob  Moore,  Gen. Mgr. 

Products/Services:  Quality  assurance  to  API  Q1  and  CSA  Z 299.3; 
manufacturing  of  component  parts  for  downhole  drilling,  fishing,  testing, 
and  production  tools;  API  threading  specialists;  premium  connection 
specialists.  General  oilfield  machine  and  welding  work.  Check  valves; 
tubular  accessories  including  pup  joints  and  couplings;  rotary  and  tubing 
subs;  oilwell  cementing  equipment  and  cementing  flowline  equipment. 


Arinah  Services  Ltd. 

9635  - 54  Ave. 

Edmonton,  AB  T6E5N7 

Phone:  (403)437-4550 

Fax:  (403)437-6045 

Contacts:  Gerry  Schweder,  Vice-Pres. 

W.A.  Bell,  Pres. 

Products/Services:  Repairof  valves,  drilling  and  production  equipment. 
Assembly  and  hydrostatic  testing  of  drilling  manifolds.  Custom 
hydrostatic  testing.  Canadian  representative  for  Barton  A.P.l.  gate 
valves,  Canadian  distributorforWellmark  controls  and  valves.  Canadian 
representatives  for  MSI  high  pressure  manifolds,  plug  valves  and 
components.  Canadian  representatives  for  Valvtech  forged  steel  metal 
seated  ball  valves. 

Armor  Machine  & Mfg.  Ltd. 

9962  - 29  Ave. 

Edmonton,  AB  T6N  1A2 

Phone:  (403)465-6152 

Contacts:  Conrad  St.  Jean,  Exec.Off. 

Products/Services:  Oilfield  equipment;  custom  machining;  stabilizer; 

subs. 

Asko  Machine  Industries  Ltd. 

940-11  Ave.  S.W. 

Calgary,  AB  T2R0E7 
Phone:  (403)229-9510 
Fax:  (403)228-1997 

Contacts:  Orhan  Ozsezginer,  Pres. 

Tayfun  Ozsezginer,  Vice-Pres. 

Products/Services:  General  machining  and  manufacturing;  custom 
design  and  manufacturing;  general  repair;  welding  and  fabricating. 
Special  design  and  patented  vertical  map  and  drawing  storage  cabinets, 
no  moving  parts;  cartographic  light  tables;  single  hole  punches;  spring 
loaded  step  ladders;  prototype  manufacturing. 

Associated  Corrosion  Consultants  Ltd. 

2220-39  Ave.  N.E. 

Calgary,  AB  T2E  6P7 
Phone:  (403)250-9041 
Fax:  (403)291-5681 

Contacts:  W.B.  Holtsbaum,  Pres. 

J.F.  Chmiiar,  Vice-Pres. 

Products/Services:  Consulting  engineering  services  in  corrosion  and 
its  control.  Design,  implementation  and  monitoring  of  cathodic  protection 
systems.  Pipeline  hazardous  voltage;  gas  leak  surveys. 


ATCO  Drilling 

700,919-11  Ave.  S.W. 

Calgary,  AB  T2R1P3 
Phone:  (403)292-7979 
Fax:  (403)292-7990 

Contacts:  Robert  J.  Hunt,  Vice-Pres.SIs.&Contracts. 

John  Hlavka,  Pres. 

Products/Services:  Drilling  contractor;  sell  drilling  rigs;  oil  and  gas  well 
drilling;  used  drilling  rigs  and  equipment. 
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ATCO  Manufacturing  & Leasing 

5115  Crowchild  T rail  S. W. 

Calgary,  AB  T3E  1T9 
Phone:  (403)292-7600 
Fax:  (403)292-7624 

Contacts:  Walter  A.  Kmet,  Pres. Industrial  Mfg. 

J.  Alec  McDonald,  Pres.  Space  Rentals. 
Products/Services:  Portable  workforce  housing;  portable  offices; 
relocatable  steel  foldaway  buildings. 

Atlas  Wireline  Services 

1200,  505 -3  St.  S.W. 

Calgary,  AB  T2P3E6 

Phone:  (403)290-5100 

Fax:  (403)290-5150 

Contacts:  Glen  L.  Nimegeers,  Area  Mgr. 

Murray  Vasilev,  Bus.Dev.Mgr. 

Products/Services:  Oil  and  gas  well  wireline  services,  including  open 
hole  logging,  perforating,  completion  logging,  production  logging, 
downhole  seismic  logging  services. 

Auto  Marine  Electric  Ltd. 

1315  Hastings  Cres. 

Calgary,  AB  T2G  4C9 
Phone:  (403)287-1060 
Fax:  (403)243-6459 

Contacts:  Lyle  Dowling,  Br.Mgr. 

Dave  Romanick,  Mgr.Corp.Accts. 

Products/Services:  6-1 2-24  volt  electrical  repairs,  including  airstarters. 
Engine  shutters,  repaired  or  custom  built.  Equipment  repairs  - air  tools, 
battery  chargers,  lube  equipment.  Donaldson  - filtration;  Purolator  - 
filtration;  Bend  - air  systems;  Bostrom  - seating;  Ingersoll-Rand  - air 
starters,  air  tools  and  compressors;  Kim  - heaters;  Kysor  - alarm 
systems;  Bosch  - lighting;  Sherwin  Williams  - paint. 

Auto-Trol  Technology  (Canada)  Ltd. 

1144-29  Ave.  N.E. 

Calgary,  AB  T2E  7P1 
Phone:  (403)250-1232 
Fax:  (403)250-1037 

Contacts:  Ken  M.  Dedeluk,  Pres. 

Al  McDougall,  Mgr.Res.&  Dev. 

Products/Services:  Supplier  of  integrated  mapping  solutions  for 
resource  database  management  and  geological,  geographical  and 
exploration  mapping.  Advanced  CAD/CAM/CAE  supplierforautomated 
mapping,  facilities  management,  civil  engineering,  manufacturing  and 
electronic  publishing. 


Axelsen  Industries  (1984)  Ltd. 

Box  8623,  Stn.  L 
Edmonton,  AB  T6C4J4 
Phone:  (403)465-9242 
Fax:  (403)469-2074 

Contacts:  John  Martin,  Exec. Off. 

Carl  E.  Axelsen,  Export  Mgr. 

Products/Services:  Hydrogen  sulphide  vacuum  recovery  systems; 
drilling  mud  degassing  equipment;  mud  systems  solids  control 
equipment;  diesel  exhaust  waste  heat  recovery;  oilfield  modular 
buildings;  custom  steel  fabrication;  generator  assemblies  and  buildings. 

Axelson  Canada  Inc. 

302,  5819 -2  St.  S.W. 

Calgary,  AB  T2H  0H3 
Phone:  (403)259-6969 
Fax:  (403)258-0589 


Contacts:  Randy  Burns,  Area  Sis.  Mgr. 

Products/Services:  Oilfield  equipment  manufacturer.  Bottom  hole 
pumps;  sucker  rods;  emergency  shutdown  valves;  safomatic  valves; 
pilot  operated  relief  valves. 


Baker  Performance  Chemicals 

950,  555  - 4 Ave.  S.W. 

Calgary,  AB  T2P  3E7 

Phone:  (403)299-2400 

Fax:  (403)299-2411 

Contacts:  Barry  McMillan,  West.Div.Mgr. 

Steve  Whittle,  Cdn.Reg.Mgr. 
Products/Services:  Chemical  sales. 


Barber  Industries  Ltd. 

9625  Shepard  Rd.S.E. 

Box  5280,  Stn.  A 

Calgary,  AB  T2H  2P3 

Phone:  (403)279-7511 

Fax:  (403)279-4136 

Contacts:  Ken  Poffenroth,  Mktg.Mgr. 

Don  Karr,  Adv.Mgr. 

Products/Services:  Machine  and  fabrication  plants,  oilfield  and 
industrial  equipment,  threading  of  tubular  products.  Engine  and 
compressor  overhauls,  fabrication  - steel,  aluminum,  stainless;  hard 
chrome  plating  Canadian  licensee  for  selected  Armco,  Atlas  Bradford 
and  VAM  tubular  goods  threads.  Custom  fabrication  and  machining. 


Bavarian  Machine  Works  (1985)  Ltd. 

6,4115-61  Ave.  S.E. 

Calgary,  AB  T2C1Z6 
Phone:  (403)279-0971 
Fax:  (403)279-5213 

Products/Services:  Parts  for  oil  and  gas  industry. 


BBUFS  Machine  Tool  Co.  Ltd. 

1 1 Blazier  Park  St. 

Brooks,  AB  T1R0K6 
Phone:  (403)362-5866 
Fax:  (403)362-6115 

Products/Services:  Oil  and  gas  equipment. 


Bearspaw  Logging  Services  (1986)  Ltd. 

12,  1916-30  Ave.  N.E. 

Calgary,  AB  T2E  7B2 
Phone:  (403)291-3396 
Fax:  (403)291-0563 

Contacts:  Fred  Osachoff,  Pres. 

Monte  Lloyd,  Vice-Pres.Optns. 

Products/Services:  Wellsite  hydrocarbon  logging;  manned 
hydrocarbon  logging;  portable  total  gas  detection;  H2S  detection. 


Beaudril  (1987)  Limited 

401  - 9 Ave.  S.W. 

Box  2574,  Stn.  M 
Calgary,  AB  T2P3S7 
Phone:  (403)233-3030 
Fax:  (403)233-5501 

Contacts:  F.E.  Mitton,  Gen. Mgr. 

G.A.  Pidcock,  Co-ord.Mktg. 
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Products/Services:  Arctic  Marine  drilling  rigs  and  ice  breakers;  Arctic 
Drilling  Marine  and  logistical  services.  Kuiluk  - floating  Arctic  drilling  unit; 
Molikpaq  - bottom  founded  Arctic  drilling  unit  (mobile);  Kalvik  and  Terry 
Fox  - class  4 ice  breakers;  Miscaroo  and  Ikaluk  - class  4 ice  breaking/ 
supply  vessels. 

Bently  Nevada  Canada  Ltd. 

Box  233 

Nisku,  AB  T0C2G0 
Phone:  (403)955-8922 
Fax:  (403)955-2596 

Contacts:  Ray  Lariviere,  Mgng.Dir. 


Beta  Machinery  Analysis  Ltd. 

300,  1615-10  Ave.  S.W. 

Calgary,  AB  T3C  0J7 
Phone:  (403)245-5666 
Fax:  (403)245-3257 

Contacts:  Tom  Klein,  Gen. Mgr. 

Mike  Lubich,  Mktg.SIs.Mgr. 

Products/Services:  Pulsation/vibration  analysis,  torsional  vibration 
analysis,  predictive  maintenance  for  reciprocating  and  rotating 
equipment,  finite  element/thermal/modal  analysis,  mechanical  - 
acoustical  analysis,  alignment,  balancing  design  audit,  bottle  design, 
computer  analysis,  etc. 

Beta  Well  Service 

Box  500 

Leduc,  AB  T9E4C6 
Phone:  (403)986-3070 
Fax:  (403)986-8810 

Contacts:  Len  Pisio,  Optns.Mgr. 

T.R.  (Tom)  Gallacher,  Sis. Mgr. 

Products/Services:  Completion,  workover  service  rigs  with  related 
equipment  and  personnel.  Service  rigs  and  component  equipment. 

B.G.  Spin-Tech  Inc. 

81 10  Davies  Road 
Edmonton,  AB  T6E4N2 
Phone:  (403)469-7322 
Fax:  (403)469-7437 

Contacts:  Bill  Gerlock,  Pres. 

Matt  Matlock,  Gen. Mgr. 

Products/Services:  Torque-computers  to  run  tubing  and  casing; 
Universe  power  tongs;  rental  - 500  ton,  350  ton,  175  ton  casing 
equipment. 


Big  D Rentals  & Sales  (1981)  Ltd. 

202,7730  Macleod  Tr.  S. 

Calgary,  AB  T2H  0L9 
Phone:  (403)253-1054 
Fax:  (403)253-9006 

Contacts:  Paul  Mattson,  Rental  Mgr. 

Fong  Seto. 

Products/Services:  Rental  of  oilfield  equipment  for  horizontal  drilling, 
drilling,  completions  and  workovers.  Drill  pipe  2 7/8"  - 5"  OD;  SI  35  drill 
pipe;  Hevi  Waite  drill  pipe;  Spiral  Waite  drill  pipe;  drill  collars;  B.O.P.’s; 
handling  tools;  Kelly  spinners;  tubing;  light  towers. 


Black,  Sivalls  & Bryson  (Canada)  Limited 

1803 -8  St 
Box  308 

Nisku,  AB  T0C2G0 


Phone:  (403)955-2888 
Fax:  (403)  955-891 1 

Contacts:  Ed  Bancarz,  Gen. Mgr. 

Bill  Belke,  Sis. Mgr. 

Products/Services:  Manufacturers  of  oilfield  production  and  light 
industrial  equipment.  Indirect  heaters;  propane  vaporizers;  separators; 
glycol  dehydrators;  fuel  gas  scrubbers;  flasharrestor  with  burner 
assemblies;  inline  flash  arrestors;  flame  arrestor  cells;  firebox’s  and 
repairs;  Black,  Sivalis  & Bryson  parts. 


Blue  Chip  Machine  Company  Limited 

4120-8  St.  S.E. 

Calgary,  AB  T2G  3A7 
Phone:  (403)243-4660 
Contacts:  Ken  R.  Risdon,  Exec. Off. 

Products/Services:  Component  parts  (oil  industry);  downhole  tools; 
gas  processing  equipment. 


Bombardier  Inc. 

6815a -40  St.  S.E. 

Calgary,  AB  T2C2W7 
Phone:  (403)279-7271 
Fax:  (403)279-3909 

Contacts:  Ken  C.  Graves,  Reg. Sis. Mgr. 

Donald  Shaw,  Sis. Rep. 

Products/Services:  Sales,  service  and  parts  for  off-road  tracked 
vehicles.  Tracked  vehicles. 


Bomega  Metals  Ltd. 

6740  - 65  Ave. 

Red  Deer,  AB  T4P1A5 
Phone:  (403)343-8454 
Fax:  (403)340-1424 

Contacts:  Gary  Layden,  Exec.Off. 

Products/Services:  Custom  built  asphalt  plant  components;  dryer 
drums;  low  and  high  boy  trailers;  water  and  fuel  compartment  tanks; 
cement  silos;  oilfield  float;  crusher;  crusher  components;  winch  deck; 
lubrication  units. 


Bennett’s  Wireline  Services  Ltd. 

Box  1078 

Beaveriodge,  AB  T0H  0C0 
Phone:  (403)354-3010 
Fax:  (403)  354-8759 

Contacts:  Gerald  R.  Bonnet!,  Pres. 

Ronald  Takala,  Wireline  Supvr. 

Products/Services:  Complete  slickline  and  braided  wireline  service  - 
20th  year.  GRC  electronic  gauges  and  flow  meters;  P.O.T.  Ltd. 
completions  and  flow  control  equipment;  Kinley  Corp.  standard  and 
senior  perforators,  sandline  cutters  and  powerjars;  7/32  stainless  steel 
braided  lines;  skid  units  and  cherry  pickers;  1 0,000  pound  high  pressure 
hydraulic  equipment;  on  site  data  programming  and  retrieval. 


Boreal  Machine  Ltd. 

14525 -119  Ave. 

Edmonton,  AB  T5L2N9 
Phone:  (403)454-6026 
Fax:  (403)451-4501 

Contacts:  Gunter  Lang,  Exec.Off. 

Products/Services:  Steel  valve  parts;  wellhead  components;  backup 

valves;  custom  machining. 
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Bouchard  Electric  Ltd. 

7897  - 48  Ave. 

Box  980 

Red  Deer,  AB  T4N  5H3 
Phone:  (403)342-4115 
Fax:  (403)346-7090 

Contacts:  Larry  Kobza,  Area  Mgr. 

Bruce  Dean,  Asst.Mgr. 

Products/Services:  Oilfield  electrical  contracting,  maintenance  and 
manufacturing.  Phase  convertors;  flare  ignition  equipment  (Mactronic); 
control  panels. 


Bowie  Pumps  of  Canada  Ltd. 

8505  Argyll  Road 

Edmonton,  AB  T6C  4B2 

Phone:  (403)469-1356 

Fax:  (403)469-2587 

Contacts:  Terry  Kunyk,  Pres.Gen.Mgr. 

Scott  Stubbard,  Sis. 

Products/Services:  Manufacture  and  distribution  of  Bowie  rubber 
impeller  rotary  gear  pumps. 


Brace  Tool 

9515-49  Ave. 

Edmonton,  AB  T6E5Z5 
Phone:  (403)438-0441 
Contacts:  Ed  Brace,  Exec.Off. 
Products/Services:  Wireline  equipment. 


Braeside  Fabricators  Inc. 

3956-64  Ave.  S.E. 

Calgary,  AB  T2C2B4 
Phone:  (403)279-0628 
Fax:  (403)236-0606 

Contacts:  Don  Spate,  Pres. 

Blair  Spate,  Quality  Control  Mgr. 

Products/Services:  Custom  design  and  fabrication  of  pressure 
equipment,  vessels,  piping,  strainers,  fittings,  skid  packages. 


Brelco  Drilling  Ltd. 

950,  407  - 2 St.  S.W. 

Calgary,  AB  T2P2Y3 

Phone:  (403)233-8300 

Contacts:  M.G.  (Gordon)  Bryan,  Pres. 

E.J.  (Ed)  Melville,  Vice-Pres.Gen.Mgr. 

Products/Services:  Oil  and  gas  well  drilling  contractor.  FourOilwelISQO 
drillings  rigs  - 2750m;  two  National  370  drilling  rigs  - 2850m;  two  Oilwell 
700  drilling  rigs  - 3650m;  six  National  610  drilling  rigs  - 3650m;  three 
National  80-B  drilling  rigs  - 4600m. 


BRI  Consulting  Group  Ltd. 

600,  510 -5  St.  S.W. 

Calgary,  AB  T2P  3S2 
Phone:  (403)233-7380 
Fax:  (403)262-3549 

Contacts:  M.D.  (Mike)  Windle,  Pres. 

Neil  Milne,  Vice-Pres. 

Products/Services:  Oil  and  gas  management  and  accounting  support 

services. 


Brimstone  Furnace  Works  Ltd. 

Boiler  Division 

8111  Wagner  Road 
Edmonton,  AB  T6E  4N6 
Phone:  (403)469-2121 
Fax:  (403)465-9318 

Contacts:  John  Romaine,  Mgr. 

J.L.  (Rick)  Ricard,  Parts  Dept. 

Products/Services:  Boiler  sales,  parts,  service,  rentals,  new  and  used 
and  associated  equipment.  ABCO  boilers;  Ajax  boilers;  Ace  Bueler 
exchangers,  steam  generators;  Burnham  boilers;  Konus  Energy 
Systems  Inc.-  thermal  fluid  heaters;  Lochinvar  boilers;  P.C.I.  oxidizers 
and  incinerators;  Slipco  pumps;  Fireye  flame  safeguard  products. 


Brockham  Oilwell  Servicing  (1986)  Ltd. 

3201  - 84  Ave. 

Edmonton,  AB  T6P1K1 
Phone:  (403)449-7100 
Fax:  (403)449-1756 

Contacts:  Mark Widney,  Vice-Pres.Gen.Mgr. 

Products/Services:  Oil  and  gas  well  rig  servicing;  pump  rentals.  1978 
Cooper  350;  1 980  Kremco  600;  1 980  Kremco  trailer;  1 980  Ideco  HD  35 
KD;  1 980  Kremco  600;  1 985  Mountain  250;  1 982  Cardwell  KB1 50. 


Bronco  Mud  Inc. 

705,  603  - 7 Ave.  S.W. 

Calgary,  AB  T2P  0Y9 
Phone:  (403)265-8819 
Fax:  (403)265-4061 

Contacts:  Cal  King 

DaleGorrie 

Products/Services:  Drilling  mud  consulting,  sales  and  service. 


Brost  Well  Servicing 

Box  1932 

Slave  Lake,  AB  TOG  2A0 

Phone:  (403)849-4188 

Fax:  (403)849-2188 

Contacts:  Wayne  Brost,  Pres.&  Toolpush. 

Products/Services:  Oil  and  gas  well  servicing.  Mainland  service  rig  - M 
400. 


B S L Machine  Ltd. 

10020-29  Ave. 

Edmonton,  AB  T6N  1A2 
Phone:  (403)462-6520 
Fax:  (403)450-9701 

Contacts:  J.F.  Blattler,  Exec.Off. 

Products/Services:  Machinery  (design  and  manufacture);  pipe 
handling  systems;  pipe  straightening  systems;  beveller  systems;  hydro 
testers;  pipe  handling  systems;  pipe  belling  machines. 

Burly  Oil  Ltd. 

Box  598 

Milk  River,  AB  T0K1M0 
Phone:  (403)647-2480 
Contacts:  Serg  Mankow,  Pres. 

Products/Services:  Contract  operating  and  maintenance,  hotshot, 
picker,  tank  truck,  backhoe  and  trenching,  supervision  and  surveillance. 
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Business  Flights 

1441  Aviation  Park  N.E. 

Calgary,  AB  T2E  8M7 
Phone:  (403)275-7700 
Fax:  (403)275-7767 

Contacts:  Don  Hollier,  Pres. 

R.M.  (Bob)  Edwards,  Mgr. 
Products/Services:  Aircraft  charter  service. 


Buzzard  Rentals  Ltd. 

404,  628- 12  Ave.  S.W. 

Calgary,  AB  T2R0H6 
Phone:  (403)269-5488 
Fax:  (403)234-8282 

Contacts:  Alvin  J.  Katona,  Pres. 

Products/Services:  Rental  of  wellsite  units  in  following  sizes:  two  10'  x 
26';  two  1 0'  x 28';  one  1 0'  x 40';  one  1 2'  x 44';  one  1 2'  x 46';  six  1 2'  x 48'; 
six  12'  x 52';  one  10'  T.V.  dish,  fully  equipped;  one  portable  Honda 
generator  (AC 1 20/240 V). 


B.W.  Rig  Repair  & Supply 

9305  - 27  Ave. 

Edmonton,  AB  T6N  1C9 
Phone:  (403)463-8686 
Fax:  (403)462-4694 

Contacts:  Bill  Grover,  SIs.Mgr. 

Darcy  Kyle,  Sis. 

Products/Services:  Offerfull  range  of  oilfield  related  supplies,  providing 
repair  and  manufacturing  services  to  the  oilwell  drilling  and  servicing 
industry.  Major  partner  in  supplier  of  air-actuated  controls,  cylinders  and 
small  air  compressors.  Rig  repairs;  oilfield  supplies;  air  control 
equipment;  service  rigs;  drilling  equipment  and  supplies;  fittings;  brakes 
-drawworks,  buildings,  valves  and  fittings;  wire  rope. 


Products/Services:  Drilling  contractor.  4 - diesel  electrics  (Rig  No’s. 
20E,  25E,  26E  and  27E);  6 - triples  (Rig  No’s.  1,2,  7, 14, 15  and  24);  9 
- doubles  (Rig  No’s.  3,  4,  8,  9,  1 1 , 1 6,  1 7,  1 8 and  1 9). 

Cactus  Machine  Limited 

3659- 19  St.  N.E. 

Calgary,  AB  T2E  6S8 
Phone:  (403)250-2832 
Fax:  (403)250-2837 

Contacts:  Roy  Hansen,  Exec.Off. 

Products/Services:  Seismic  drilling  equipment  (parts  and  pieces); 

custom  machining. 

Caidraft  Ltd. 

2 FI.,  850 - 16  Ave.  S.W. 

Calgary,  AB  T2R  0S9 
Phone:  (403)245-8610 
Fax:  (403)245-8626 

Contacts:  Irma  Bates,  Supvr.SIs. 

Judy  Ursulan,  Sis. 

Produets/Services:  Supply  drafting  engineering  supplies.  Authorized 
Apple  Macintosh  dealer.  Apple  Macintosh  computers;  drafting/plotting 
media;  technical  pens. 


The  Caldwell  Partners  international 

3450,  400  - 3 Ave.  S.W. 

Calgary,  AB  T2P4H2 
Phone:  (403)265-8780 
Fax:  (403)263-6508 

Contacts:  Bob  Sutton,  Partner. 

Products/Services:  Executive  recruitment  - The  Caldwell  Partners  is 
the  largest  executive  recruiting  company  in  Canada.  We  specialize  in 
recruiting  senior  executives  for  oil  and  gas  companies  in  Canada  and 
internationally  through  ourglobal  partners,  AMROP  International. 


B & W Technologies  Ltd. 

242,  3030  - 3 Ave.  N.E. 

Calgary,  AB  T2A6T7 
Phone:  (403)248-9226 
Fax:  (403)273-3708 

Contacts:  C.Z.  Slater,  Exec.Off. 

N.D.  Ross,  Export  Mgr. 

Products/Services:  Wireless  gas  monitoring  system. 


Cable  Systems  international  Ltd. 

400, 10201  Southport  Rd.  S.W. 

Calgary,  AB  T2W4X9 
Phone:  (403)258-8066 
Fax:  (403)255-2667 

Contacts:  Norman  B.  Couture,  Gen. Mgr. 

Products/Services:  Design,  installation  and  maintenance  of  fibre  optic 
and  copper  transmission,  media  for  the  purpose  of  data  transmission, 
voice  and  video  signals  between  processing  and  terminal  equipment. 
Applications  include:  local  area  data  network,  video  networks,  voice 
networks,  SCADA  networks. 


Cactus  Drilling 

500,  622  - 5 Ave.  S.W. 

Calgary,  AB  T2P  0M6 
Phone:  (403)263-5670 
Fax:  (403)264-6934 

Contacts:  Marvin  D.  Clifton,  Pres. 

Rod  D.  Butcher,  Eng. Mgr. 


Calgary  Economic  Development  Authority 

Box  2100,  Stn.  M 
Calgary,  AB  T2P  3M5 
Phone:  (403)268-2771 
Fax:  (403)268-1946 

Contacts:  Bruce  McDonald,  Pres. 

Products/Services:  One  stop  source  of  market  information  for  business 
and  industry.  Staffed  by  professionals  knowledgeable  in  international 
business,  manufacturing,  service  and  retail  trades,  TV  and  film 
industries,  site  selection  and  market  research. 


We  design,  install  and  service  fibre  optic  and 
copper  networks  for: 


•LAN'S  •INSTRUMENTATION 

•WAN'S  ‘TELEPHONES 

400,  10201  Southport  Road  S.W.,  Calgary,  Alberta  Canada  T2W  4X9 
Fax  (403)  252-2291  Phone  (403)  258-8041 

120,  5008  - 86  Street,  Edmonton,  Alberta  Canada  T6E  5S2 
Fax  (403)  465-5096  Phone  (403)  440-5444 
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Calgary  Tent  & Awning  Ltd. 

142,  1220-28  St.  N.E. 

Calgary,  AB  T2A  6A2 
Phone:  (403)273-8368 
Fax:  (403)248-7482 

Contacts:  Bill  Phythian,  Pres. 

Marty  Way,  SIs.Mgr. 

Products/Services:  End  product  manufacturing.  Commercial  back  lite 
awnings;  residential  awnings;  industrial  fabrics;  rental  tents;  flags. 

Camaro  Drilling  Ltd. 

8,4101  - 19  St.  N.E. 

Calgary,  AB  T2E  7C4 
Phone:  (403)250-2431 
Contacts:  Geo.  F.  Starozik,  Pres. 

Products/Services:  Oilwell  drilling  contractors.  4 - 1200m  (single 
derricks)  rigs;  Walker-Neer35. 

Camdon  Construction  Ltd. 

3,  7965  - 49  Ave. 

Red  Deer,  AB  T4P2V5 
Phone:  (403)343-1233 
Fax:  (403)342-2422 

Contacts:  D.J.  (Don)  Lang,  Pres. 

George  Wilson,  Constr.Mgr. 

Products/Services:  Project  management,  design  build,  pre-engineered 
building  systems  or  conventional  construction,  for  oil  and  gas  industry 
including  the  service  industry.  Pre-engineered  building  systems;  project 
management. 

Campbell  Industries  Ltd. 

601 1 - 92  St. 

Edmonton,  AB  T6E  3A5 
Phone:  (403)436-3117 
Fax:  (403)430-0908 

Contacts:  Dave  Campbell,  Exec. Off. 

Products/Services:  Check  valves;  slips  and  hangars;  tubing  hangars; 
orifice  meters;  wellhead  component  parts;  miscellaneous  machine  parts; 
pumping  unit  parts;  stuffing  boxes;  blow  out  preventers;  dehydrators. 


Can  West  Industrial  Inc. 

500, 1121  Centre  St.  N. 

Calgary,  AB  T2E7K6 
Phone:  (403)277-1101 
Fax:  (403)277-1160 

Contacts:  E.C.  Ohreen,  Pres. 

D.M.  Ellis,  Vice-Pres. 

Products/Services:  Engineering;  construction  to  the  resource  industry 
including  compressor  stations,  oil  batteries  and  plant  work. 

Cana  Limited 

5720  - 4 St.  S.E. 

Calgary,  AB  T2H1K7 
Phone:  (403)255-5521 
Fax:  (403)255-4424 

Contacts:  John  Simpson,  Pres. 

Glen  Trenholm,  Vice-Pres. 

Products/Services:  Industrial  general  construction.  Complete  general 
construction  services  for  oil  and  gas,  pulp  and  paper,  mining, 
petrochemical,  pumping  stations  and  other  industrial  facilities. 

Canada  Inspection  Associates  Ltd. 

Box  239 

Beaumont,  AB  TOC  OHO 
Phone:  (403)955-8601 


Contacts:  Richard  Roth,  Pres. 

Products/Services:  Industrial  radiography;  pipeline  radiography; 
ultrasonic  corrosion  surveys;  industrial  ultrasonics;  magnetic  particle 
inspection;  dye  penetrant  inspection. 

Canada  Safety  Associates 

240,  3015 -5  Ave.  N.E. 

Calgary,  AB  T2A  6T8 
Phone:  (403)248-2482 
Fax:  (403)273-0911 

Contacts:  T.J.  (Tim)  Allan,  Pres. 

Products/Services:  Safety  program  development  and  production  of 
accident  prevention  manuals,  safety  handbooks,  contractor  standards 
handbooks  and  emergency  procedures  manuals. 

Canada  Training  Group  Int’l 

240,  3015 -5  Ave.  N.E. 

Calgary,  AB  T2A6T8 

Phone:  (403)248-2437 

Fax:  (403)273-0911 

Contacts:  D.B.  (Dave)  Smith,  Vice-Pres. 

T.J.  (Tim)  Allan,  Pres. 

Products/Services:  Canada  Training  Group  Int’l  specializes  in 
providing  long  term  courses  (6-9  months)  in  petroleum  engineering  and 
geology,  drilling,  production  and  reservoir  engineering  to  overseas 
clients. 


Canadian  Air  Drilling  Ltd. 

1703 -8  St. 

Box  208 

Nisku,  AB  T0C2G0 
Phone:  (403)955-2761 
Fax:  (403)955-2190 

Contacts:  Keith  Corb,  Exec.Off. 

Products/Services:  Air  drilling  package  for  drilling  rigs;  pipeline  testing 
equipment. 


Canadian  Erectors  Limited 
TIW  Western  Division 

7770-44  St.  S.E. 

Calgary,  AB  T2C2L5 
Phone:  (403)279-8310 
Fax:  (403)279-0120 

Contacts:  S.L.  Kerby,  Pres. Gen. Mgr. 

A.  Dziamarski,  SIs.Mgr. 

Products/Services:  Design  and  manufacture/fabrication  of  heat 
transfer  equipment,  steam  generators,  and  pressure  vessels  in  all 
material,  particularly  alloy  and  clad.  Fully  equipped  fabrication  shop  for 
medium  to  large  size  vessels,  all  pressures  and  materials  including  clad 
and  overlay. 


Canadian  Exhibition  Management  Inc. 

240,  4936  - 87  St. 

Edmonton,  AB  T6E5W3 

Phone:  (403)469-2400 

Fax:  (403)469-1398 

Contacts:  T.P.  (Tom)  McCaffrey,  Pres. 

B.D.  (Bruce)  Day,  Vice-Pres. Mktg. 

Products/Services:  Producers  of  international  tradeshows  and 
conferences  for  the  oil  and  gas,  oil  sands  mining  and  environmental 
control  industries.  Shows  include  Inter-Can  Oil  & Gas  Show;  Oil  Sands 
Tradeshow;  Environmental  Tradeshow  & Conference  in  Toronto, 
Calgary  and  Halifax. 

(See  our  advertisement  on  page  11) 


-IQ- 


1992 


Company  Profiles 


I 1 


Canadian  Flow  Measurement  Company  Ltd. 

1000,  140-4  Ave.  S.W. 

Calgary,  AB  T2P  3N3 
Phone:  (403)263-2691 
Fax:  (403)265-6782 

Contacts:  Nancy  Kanuka,  Gen. Mgr. 

Ken  Stothers,  Mktg. 

Products/Services:  Supply  electronic  integrators,  parts  and  service. 
Electronic  integrating  machines  and  parts. 


Canadian  Fluid  Systems  Ltd. 

1702,  505 -3  St.  S.W. 

Calgary,  AB  T2P3E6 
Phone:  (403)269-2800 
Fax:  (403)266-5708 

Contacts:  David  E.  McNalley,  Pres. 

Bryan  Jankoski,  Vice-Pres. 

Products/Services:  Oilfield  service  and  supply  of  drilling,  workover  and 
completion  fluids. 


Canadian  Fracmaster  Ltd. 

1800,  505 -5  St.  S.W. 

Calgary,  AB  T2P  3J2 
Phone:  (403)262-2222 
Fax:  (403)265-4967 

Contacts:  Bill  Salahub,  Mgr.Int'I.SIs. 

Doug  Ramsay,  Vice-Pres. Sls.Mktg.& Tech. Serv. 
Products/Services:  Provide  design,  fabrication  and  maintenance  of 
fracturing,  acidizing,  coil  tubing,  N?  C02  and  other  service  equipment  for 
use  in  all  climates.  Equipment,  personnel  and  products  for:  fracturing; 
acidizing;  coil  tubing;  nitrogen  and  CO,. 

(See  our  advertisement  on  inside  back  cover) 


Canadian  Hydrex  Limited 

1750,521  -3  Ave.  S.W. 

Calgary,  AB  T2P3T3 
Phone:  (403)266-3844 
Fax:  (403)261-5612 

Contacts:  Edd  Klemen,  Pres. 

Products/Services:  Production  equipment  sales  and  rentals.  Enviro- 
tanks;  sour  oil  storage;  treaters;  separators;  hydraulic  pumpjacks. 


Canadian  Foremost  Ltd. 

1 61 6 Meridian  Road  N.E. 

Calgary,  AB  T2A2P1 
Phone:  (403)272-3322 
Fax:  (403)273-8084 

Contacts:  John  B.  Jorgensen,  Vice-Pres. Mktg. & Bus. Dev. 

Sandra  Pothier,  SIs.Admin.Mgr. 

Products/Services:  Canadian  Foremost  Ltd.  specializes  in  the  design 
and  manufacture  of  high  mobility  all-terrain  vehicles.  All-terrain  vehicles 
and  spare  parts. 


Canadian  Oil  Register 

300,  999  - 8 St.  S.W. 

Calgary,  AB  T2R1N7 
Phone:  (403)244-6111 
Fax:  (403)245-8666 

Contacts:  Ward  Brandow,  Vice-Pres.  West. 

Doreen  McArthur,  Group  Mgr.  Publisher. 
Products/Services:  Annual  directory  of  comprehensive  information  on 
companies  in  Canada’s  oil  and  gas  and  related  industries. 

(See  our  advertisement  on  page  57) 


DON'T  MISS  THESE  OPPORTUNITIES  FOR  GREATER  SUCCESS 

TORONTO  ENVIRONMENTAL  TRADESHOW  & CONFERENCE  (formerly  HAZTECH  CANADA) 

June  2 & 3, 1992  - Toronto,  Ontario.  Central  Canada's  international  forum  for  the  environmental  and  pollution  control  industry. 

FORT  McMURRAY  OIL  SANDS  '92  TRADESHOW 

June  23  & 24,  1992  - Fort  McMurray,  Alberta.  Oil  sands  mining  equipment,  services  and  technology. 

EDMONTON  INDUSTRIAL  & TECHNOLOGY  TRADESHOW  ’92 

September  22  & 23, 1992  - Edmonton,  Alberta.  Industrial  and  technology  products  and  services. 

CALGARY  ENVIRONMENTAL  TRADESHOW  & CONFERENCE  (formerly  HAZTECH  CANADA) 

October  27  & 28,  1 992  - Calgary,  Alberta.  Western  Canada's  international  forum  for  the  environmental  and  pollution  control  industry. 

ALSO  WATCH  FOR 

INTER-CAN  '93  OIL  & GAS  SHOW 

June  15-  17,  1993  - Calgary,  Alberta.  A world-class  event,  attracting  exhibitors  and  buyers  from  30  countries  in  1991.  This  event  is 
your  opportunity  to  expand  your  domestic  and  international  sales. 

HALIFAX  ENVIRONMENTAL  TRADESHOW  & CONFERENCE  (formerly  HAZTECH  CANADA) 

November  3 & 4,  1993  - Halifax,  Nova  Scotia.  Atlantic  Canada's  international  forum  for  the  environmental  and  pollution  control 
industry. 

BOOK  YOUR  SPACE  NOW 

For  Further  Information  Contact 
CANADIAN  EXHIBITION  MANAGEMENT  INC. 

#240,  4936  - 87  Street 
Edmonton,  Alberta  Canada  T6E  5W3 
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Canadian  Perforators  Ltd. 

202,  805  - 8 Ave.  S.W. 

Calgary,  AB  T2P1H7 
Phone:  (403)264-2642 
Fax:  (403)264-5464 

Contacts:  Frank  Bennett,  Pres. 

Terry  Gerlitz,  Vice-Pres.&  Gen. Mgr. 

Products/Services:  Tubing  conveyed  perforating;  conventional 
perforating;  cased  hole  logging;  cement  plug  density  logging;  H2S  and 
high  pressure  services.  Wireline  units;  perforating  equipment;  logging 
tools  (cased  hole);  downhole  mechanical  tools  (cased  hole);  pressure 
control  equipment. 


Canadian  Petroleum  Training  Institute 

Box  3651,  Stn.  B 

Calgary,  AB  T2M  4M4 

Phone:  (403)275-1335 

Fax:  (403)229-2788 

Contacts:  George  Sutherland,  Pres. 

Products/Services:  C.P.T.I.  specializes  in  custom  designed  petroleum 
training  programs  in  all  facets  of  the  industry  from  exploration  to 
management.  This  includes  needs  assessment  studies,  program 
delivery,  monitoring  and  evaluation.  Since  our  first  program  in  1975,  we 
have  had  students  from  61  countries.  We  have  completed  numerous 
programs  in  Asia  as  well  as  the  Middle  East,  Africa  and  South  America. 


Canadian  Petroleum  Technology 
Access  Inc. 

500,  805  - 8 Ave.  S.W. 

Calgary,  AB  T2P1H7 
Phone:  (403)266-1909 
Fax:  (403)269-6491 

Contacts:  Mike  McCormack,  Pres. 

Products/Services:  Dedicated  to  providing  the  most  up-to-date 
technology  reviews  and  technical  literature  searches.  The  company  also 
operates  a computerized  registry  of  technical  expertise,  services  and 
innovative  products  relating  to  the  petroleum  industry. 


Canadian  Rig  Ltd. 

1165G-44  Ave.  S.E. 

Calgary,  AB  T2G  4X4 

Phone:  (403)287-1910 

Fax:  (403)287-2367 

Contacts:  Allan  Richardson,  Gen. Mgr. 

Products/Services:  Top  drive  drilling  systems;  slant  drilling  rigs;  slant 
workover  rigs;  rig  automation  systems. 

Canadian  Safety  Supply  Limited 

Box  3584,  Stn.  B 
Calgary,  AB  T2M  4M2 
Phone:  (403)289-3665 
Contacts:  S.  Perchaluk,  CEO  Mktg. 

Joseph  Mudry,  Mktg. 

Products/Services:  Safety  supplies  and  equipment;  protective  clothing. 


Canadian  Safety  Supply  International  Co. 

Box  3584,  Stn.  B 
Calgary,  AB  T2M4M2 
Phone:  (403)289-3665 
Contacts:  S.  Perchaluk,  CEO  Mktg. 

Joseph  Mudry,  Mktg. 

Products/Services:  Safety  supplies  and  equipment;  protective  clothing. 


Canadian  Toolmaster  Ltd. 

1800,  505 -5  St.  S.W. 

Calgary,  AB  T2P  3J2 
Phone:  (403)262-2222 
Fax:  (403)265-4967 

Contacts:  Doug  Ramsay,  Pres. 

Jim  Schmidt,  Optns.&  Mfg.Mgr. 

Products/Services:  Design  and  manufacture  of  downhole  oilfield 
production,  completion  and  workover  equipment.  On-site  supervision 
during  installation  and  use  of  equipment.  Equipment  includes:  service 
packers  and  tools  (fracturing,  acidizing,  cementing);  completion  packers 
and  tools  (permanent,  retrievable,  hydraulic,  mechanical);  cement 
retainers  and  bridge  plugs;  tubing  anchors  and  flow  control  equipment; 
coil  tubing  tools  and  accessories. 


Canadian  Turbo  Inc. 

815-8  Ave.  S.W. 

Calgary,  AB  T2P3P2 

Phone:  (403)294-6400 

Fax:  (403)294-6573 

Contacts:  W.  Clay  Richards,  Pricing  Co-ord. 

Wayne  Clark,  Pricing  Admin. 

Products/Services:  Refiners  and  marketers  of  petroleum  products. 


Canadian  Turbo  Inc.  - Turbo  Lubricants 

815-8  Ave.  S.W. 

Calgary,  AB  T2P  3P2 

Phone:  (403)294-6400 

Fax:  (403)294-6573 

Contacts:  Murray  J.  Flegel,  Mgr.Lubricants. 

John  Oakes,  Sr.Tech.Advsr. 

Products/Services:  Provide  a full  range  of  industrial  lubricants  and 
greases,  custom  blending  and  packaging.  Pick-up  of  used  oil  and  re- 
refining services.  Marketers  of  Red  Ram,  Turbo,  Flo-RiteandGreen-Flo 
product  lines. 


Can-Con  Gas  Services  Ltd. 

9333  - 45  Ave. 

Edmonton,  AB  T6E5Z7 
Phone:  (403)436-1930 
Fax:  (403)435-4849 

Contacts:  Graham  Robbins,  Sis. 

Ken  Bothwell,  Sis. 

Products/Services:  Supplier  of  plastic  pipe  and  fittings.  Supplier  of 
corrosion  products.  P.E.  pipe;  P.E.  fittings;  pipe  fusion  equipment; 
cathodic  test  stations;  tape;  mastic. 


Cantech  Controls 

Division  of  Cantech  Corporation 

1916-27  Ave.  N.E. 

Calgary,  AB  T2E7A5 

Phone:  (403)250-9888 

Fax:  (403)291-5659 

Contacts:  StanOleshko,  Dist.SIs.Mgr. 

Steve  Jang,  Mgr.Cantech  Systems. 

Products/Services:  Provides  sales  and  distribution  of  industrial 
instrumentation.  Design  and  assembly  of  control  panels  for  applications 
such  as  compressor  controls,  safety  shutdown  of  engine  and/or  motor 
driven  pumps,  compressors.  Instrumentation  valves;  electrical  heat 
tracing;  automatic  controls  electronic  instrumentation  for  safety; 
environmental  protection  and  productivity  improvement. 
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Canterra  Equipment  Ltd. 

6700  - 9 St.  N.E. 

Calgary,  AB  T2E  8K6 
Phone:  (403)295-7676 
Fax:  (403)295-7683 

Contacts:  Vern  Hult,  Exec.Off. 

Chris  Blundell,  Export  Mgr. 

Products/Services:  Portable  rock  drill;  portable  drill  for  soft  formations; 
heli-drill  and  chassis;  water  well  drill;  off-road  vehicle;  swamp  drill;  marsh 
drill;  heli-excavator;  heli-compressor;  casing  system  for  drilling;  angle 
drill. 

Cantest  Production  Services  Ltd. 

12,2135-32  Ave.  N.E. 

Calgary,  AB  T2E  6Z3 
Phone:  (403)291-0733 
Fax:  (403)291-0428 

Contacts:  Doug  Simpson,  Pres. 

Terry  Flagman,  Vice-Pres. 

Products/Services:  Gas  and  oil  well  production  testing. 

Can-Tex  Drilling  & Exploration  Ltd. 

1520,  335 -8  Ave.  S.W. 

Calgary,  AB  T2P1C9 
Phone:  (403)265-8441 
Fax:  (403)262-9641 

Contacts:  Wayne  FHarris,  Vice-Pres. Mgr.Optns. 

Eugene  Flauck,  Drlg.Supt. 

Products/Services:  Oilwell  drilling  contractors.  Rig  4 - Oilwell  500, 
2750m;  rig  5 - Emsco  GB800,  3800m;  rig  6 - Emsco  GB800,  4300m;  rig 
7 - Emsco  D-2, 3600m;  rig  8 - Oilwell  66, 2750m;  rig  9 - Gardner  Denver 
700,  3500m;  rig  10  - National  370, 2450m. 

Canturn  Machine  Co.  Ltd. 

9412-27  Ave. 

Edmonton,  AB  T6N  1B2 
Phone:  (403)463-7270 
Contacts:  Mr.  Patzer,  Exec.Off. 

Products/Services:  Oilfield  machinery  and  equipment. 

Canuck  Well  Servicing  Ltd. 

Box  21 4 

Nisku,  AB  T0C2G0 
Phone:  (403)955-7205 
Fax:  (403)955-2181 

Contacts:  Myron  Yurko,  Vice-Pres. 

Hugh  Bullen,  Pres. 

Products/Services:  Well  servicing;  8 service  rigs. 

Capital  Executive  Recruitment  Ltd. 

2020,  444  - 5 Ave.  S.W. 

Calgary,  AB  T2P2T8 
Phone:  (403)266-2020 
Fax:  (403)237-7929 

Contacts:  Sally  Lewis,  Pres. 

Barbara  Ross,  Vice-Pres. 

Products/Services:  Provides  a full  range  of  personnel  recruiting 
services  for  accounting,  information  systems,  land  risk  management  and 
support  staff. 


Caproco  (1987)  Limited 

8741  - 53  Ave. 

Edmonton,  AB  T6E  5E9 
Phone:  (403)465-1187 
Fax:  (403)466-6432 


Contacts:  Brian  Lamash,  Sis. Mgr. 

Bob  Conn,  Vice-Pres. 

Products/Services:  Corrosion  prevention  consulting  engineering  with 
material  procurement,  manufacture,  installation  and  service  of  internal 
corrosion  monitoring  equipment  which  includes  access  fittings,  retriever 
tools,  service  valves,  weight  loss  coupons  and  a full  line  of  corrosion 
monitoring  probes  and  metering  devices,  the  Hydrogenase  Test,  the 
quick  four  hour  test  for  microbial  corrosion  detection. 


Cardinal  Industrial  Electronics  Ltd. 

10630-172  St. 

Box  12000 

Edmonton,  AB  T5J  2P4 
Phone:  (403)483-6266 
Fax:  (403)484-8926 

Contacts:  Scott  Packford,  Gen. Sis. Mgr. 

Alan  Bissonnette,  Mktg.Mgr. 

Products/Services:  Over  280  product  lines,  switches;  test  equipment; 
wire  and  cable;  cabinetry;  power  conditioners/transformers;  and  much 
more. 


Cardium  Tool  Services  Inc. 

Box  5620,  Stn.  L 
Edmonton,  AB  T6C4G1 
Phone:  (403)465-9311 
Fax:  (403)469-0744 

Contacts:  W.C.  Dunn,  Pres. 

W.J.  Heath,  Gen. Mgr. 

Products/Services:  Production  and  service  packers;  stimulation, 
completion  and  service  tools;  liner  hangers;  cement  tools;  inflatable 
packers  and  design  engineering. 


Caron  Transportation  Systems 

13310-156  St.  N.W. 

Edmonton,  AB  T5V  1 L3 
Phone:  (403)447-2182 
Fax:  (403)447-2047 

Contacts:  Cliff  Kimball, . 

Randy  Panter,  Safety  Supvr. 

Products/Services:  Three  divisions:  Caron  Transport  Ltd.,  Devitt 
Transport  Ltd.  - contract  hauling  of  liquid  and  dry  bulk  chemicals; 
Weibel’s  Express  & T ransport  Ltd.  - general  merchandise  TIL  and  LTL. 


Carreau  Oilfield  Specialties 

9748  - 60  Ave. 

Edmonton,  AB  T6E  0C5 

Phone:  (403)436-7730 

Fax:  (403)436-7736 

Contacts:  R.J.  (Dick)  Carreau,  Owner  & Pres. 

Bob  Bloomer,  Inside  Sis. 

Products/Services:  Manufacturer  agents  - drilling,  production,  well 
servicing,  products  and  equipment.  Chokes;  elevators;  tongs;  slips; 
unions;  brake  blocks;  thread  compounds;  valves;  polish  rod  clamps; 
composition  cups  and  packing. 


C.W.  Carry  Ltd. 

5815-75  St. 

Edmonton,  AB  T6E  0T3 
Phone:  (403)465-0381 
Fax:  (403)466-8263 

Contacts:  D.  Hodgson,  Warehouse  SIs.Mgr. 
R.  Alford,  Chf.  Estimator. 
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Products/Services:  Steel  service  centre/structural  steel  fabricators 
and  erectors. 

Carter  Mapping 

A Division  of  Riley’s  Datashare  Int’l 

1223-31  Ave.  N.E. 

Calgary,  AB  T2E  7W1 

Phone:  (403)264-1230 

Fax:  (403)291-3894 

Contacts:  Peter  M.  MacLean,  Gen. Mgr. 

Fred  Faminow,  Drafting  Supvr. 

Products/Services:  We  supply  well  base  maps  - scale  1:50,000, 
1 : 1 00,000, 1 :270,000, 1 :500,000.  We  do  contract  drafting,  have  a cross 
section  dept,  and  can  also  do  dry  printing.  Maps  - paper  prints,  Sepia  and 
Mylars;  geologic  cross  section  prints,  Velums  and  Mylars  either  on  1/2 
scale  or  full  scale  logs.  Printing  - paper,  Sepia  and  Mylar,  also  frame 
shots. 


Caytec  Equipment  Ltd. 

4420  Blackfoot  Trail  S.E. 

Calgary,  AB  T2G  4E9 
Phone:  (403)287-1780 
Fax:  (403)287-1489 

Contacts:  PeterVanderlinden,  Pres. 

Burke  Schumacher,  Vice-Pres. 

Products/Services:  Manufacturers  of  service  bodies,  work  cap, 
aluminum  fabrication,  custom  bodies,  sales  and  service  of  mechanical 
and  hydraulic  power  systems  and  components.  Hydraulic  cranes;  towing 
equipment;  winches;  drive  line  components;  Muncie  power  products; 
Timbren  load  boosters;  auto  propane  conversions;  snow  removal 
equipment;  truck  hoist;  tailgate  lifts. 

CB  Engineering  Ltd. 

20,5920-11  St.  S.E. 

Calgary,  AB  T2H  2M4 
Phone:  (403)259-6220 
Fax:  (403)259-3377 

Contacts:  Craig  Bowyer,  Pres. 

Products/Services:  Instrumentation  equipment  sales  and  service.  Flow 
meters;  recorders;  analyzers;  winterization  products;  liquid  level 
controls;  signal  conditioners;  industrial  computers;  process  control 
software;  pressure  and  temperature  switches;  test  and  measurement 
equipment. 


Ceda-Reactor  Ltd. 

200,  6712  Fisher  St.  S.E. 

Calgary,  AB  T2H  2A7 
Phone:  (403)253-3233 
Fax:  (403)252-7584 

Contacts:  E.P.  Koop,  Pres. 

D.  Martin,  Exec.Vice-Pres. 

Products/Services:  Chemical  cleaning;  catalyst  handling;  high 
pressure  jetting;  industrial  vacuuming;  commercial  laboratory  service; 
environmental  waste  management;  environmental  spill  response;  non- 
destructive excavating;  confined  space  entry,  dredging  and  pumping. 
Research  and  development  of  chemicals  for  chemical  cleaning,  well 
stimulation  and  environmental  applications. 


Cenalta  Oilwell  Servicing  Ltd. 

1 900,  407  - 2 St.  S.W. 

Calgary,  AB  T2P2Y3 
Phone:  (403)264-6490 
Fax:  (403)264-6995 


Contacts:  Ranee  E.  Fisher,  Pres. 

Rob  Anderson,  Gen. Mgr. 

Products/Services:  Service  rigs  for  the  oil  and  gas  industry  with  a 
capacity  up  to  25,000  feet. 


Centennial  Drilling  Ltd. 

4,  1007- 16  Ave.  N.W. 

Calgary,  AB  T2M  0K7 
Phone:  (403)282-9602 
Contacts:  Ken  A.  Woodkey,  Pres. 

Products/Services:  Oil  and  gas  well  drilling  contractor.  Two  (2)  rotary 
drilling  rigs. 


CENTENNIAL  Petroleum  Company  Ltd. 

750,  333-11  Ave.  S.W. 

Calgary,  AB  T2R1L9 
Phone:  (403)266-8890 
Fax:  (403)237-8271 

Contacts:  James  Robinson,  Mktg. 

Products/Services:  Custom  treating  (sour  or  sweet);  emulsion 
processing;  water  disposal;  gas  compression;  oil  field  waste  disposal. 


Central  Alberta  Production  Testing  Ltd. 

4836 -6  St.  N.E. 

Calgary,  AB  T2E  3Z9 
Phone:  (403)277-5777 
Fax:  (403)230-9433 

Contacts:  Louis  Doiron,  Optns.Mgr. 

Jack  Davies,  Pres. Gen. Mgr. 

Products/Services:  Gas  Well  production  testing  supervisors,  crews, 
test  units  and  accessories  for  sour  or  sweet  well  testing. 


Central  Treating  Ltd. 

9701  -116  St. 

Grande  Prairie,  AB  T8V  6H6 
Phone:  (403)538-4422 
Fax:  (403)539-4655 

Contacts:  Milton  Fjeup,  Gen. Mgr. 

Dale  Wine,  Pres. 

Products/Services:  Custom  oil  treating;  water  disposal;  oilfield  waste 
treatment  and  handling  facilities. 


Centrilift 

A Division  of  Baker-Hughes  Canada  Inc. 

700,  736  - 8 Ave.  S.W. 

Calgary,  AB  T2P1H4 
Phone:  (403)234-8202 
Fax:  (403)262-1525 

Contacts:  Lloyd  Reudy,  Reg. Sis. Mgr. 

George  Oppenhuizen,  Tech. Sis.  Rep. 

Products/Services:  Manufacture,  service,  test  and  repair  ESP’s  for  oil, 
water  well,  mine  de-watering,  chemical  brine  applications.  Electric 
submersible  pumps;  cabling  systems;  variable  speed  controls. 

Century  Machine  Company  Limited 

1915-30  Ave.  N.E. 

Calgary,  AB  T2E  6Z5 
Phone:  (403)250-9742 
Fax:  (403)250-8624 

Contacts:  Peter  Hutton,  Exec.Off. 

Products/Services:  Oil  and  gas  industry  instrumentation;  thermowells. 
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Century  Sales  & Service  Limited 

Box  1218 

Edmonton,  AB  T5J  2M6 
Phone:  (403)468-3366 
Fax:  (403)465-0418 

Contacts:  Ron  Pearson,  Pres. 

Larry  Walker,  Vice-Pres.SIs. 

Products/Services:  Century  Sales  is  a distributor  of  industrial  tools, 
fasteners,  safety  and  shop  supplies.  The  company  operates  13  branch 
locations  in  Alberta  and  Saskatchewan.  We  are  a major  Canadian 
distributor  of  our  core  product  lines. 

Certified  Rentals  Ltd. 

5810-99  St. 

Edmonton,  AB  T6E  3N9 
Phone:  (403)435-3711 
Fax:  (403)436-4503 

Contacts:  Wayne  E.  Belore,  Pres. 

Glen  Magee,  Gen. Mgr.SIs. Prod. 

Products/Services:  Complete  rental,  sales,  parts  and  service  for 
manufacturing  lines:  Sullair,  Gorman  Rupp,  Carelift,  Certilite,  Certipower, 
FMC,  Kubota,  Landa,  Amida,  Sureflame,  Weather  Guard,  Knaack,  ICE 
(frost  fighter)  Kango,  Bomag.  Air  compressors;  pumps;  light  plants; 
generator  sets;  fork  lifts;  shut-down  tools;  excavators;  pressure  washers; 
truck  and  construction  boxes;  hydraulic  sprayers/piston  plunger  pumps. 

Certified  Weldall  Metals 
Propeller  & Mfg.  Ltd. 

9931  - 78  Ave. 

Edmonton,  AB  T6E1N6 

Phone:  (403)439-6906 

Contacts:  M.  Larry  Sandulak,  Exec. Off. 

Products/Services:  Machine  safety  pins;  drift  pins;  custom  fabrication; 
well  drilling  machinery. 


Contacts:  Herbert  Hemsing,  Pres. 

Robert  Hemsing,  Sec-Treas. 

Products/Services:  Oil  and  gas  well  drilling  contractor.  Rig  1 - Unit  34, 
2000m;  rig  2 - TSM  3000,  1200m;  rig  3 - Ideco  H25,  1600m;  Rig  5 - 
Brewster  N4, 1800m;  rig  6 - Failing  2500,  900m. 


Champion  Petrochemicals  Limited 

938-48  Ave.  S.E. 

Calgary,  AB  T2G  5B1 
Phone:  (403)287-2400 
Fax:  (403)287-2662 

Contacts:  Ed  Coskey,  Pres. 

Audrey  Nichols,  Off.Mgr. 

Products/Services:  Supply  truckers,  contractors,  trade  and  industry 
with  four  special  chemical  additives  processed  for  use  in  fuels  and  oils 
manufactured  by  the  major  oil  refiners  under  patent  No.  585002  and 
covered  by  a product  liability  insurance  policy  No.  1CC-C-49817.  Q-X 
fuel  conditioner,  forfuels;  Q-X  Moly  oil  conditioner,  for  crankcase  oils;  Q- 
X Mica  Moly,  for  gear  oils;  Q-X  heat  treat,  for  hydraulic  oils. 


Chandler  Industrial  Sales  Ltd. 

4U.6923  Farrell  Road  S.E. 

Calgary,  AB  T2H  0T3 
Phone:  (403)255-1805 
Fax:  (403)255-1914 

Contacts:  Alex  Slack,  Pres. 

Products/Services:  Manufacturers  agent.  Shell  and  tube  exchangers 
(Hughts-Anderson);  air  coolers  (Gea  Rainey);  fired  heaters  (Tulsa 
Heaters  Inc);  pipe  fittings/pressure  vessels-thick  wall/steam  drums/gas 
conditioning  units  (Taylor  Forge  Eng.  Systems);  evaporation  plants/heat 
recovery  (Gea  Wiegand);  spiral  exchangers/vacuum  steam  condensers 
(Gea  Ag). 


Cessco  Fabrication  & Engineering  Limited 

7310-99  St. 

Edmonton,  AB  T6E  3R8 
Phone:  (403)433-9531 
Fax:  (403)432-7899 

Contacts:  D.J.  McFarlane,  Vice-Pres.&  Gen. Mgr. 

K.G.  Larsen,  Chf.  Estimator. 

Products/Services:  Custom  manufacturer  of  pressure  vessels,  tanks, 
towers  and  process  equipmentforthe  oil,  gas,  petrochemical,  mining  and 
pulp  and  paper  industries.  Field  maintenance  and  construction  services, 
crews  up  to  300  men.  Pressure  vessels;  columns  and  towers  - 
manufacturing;  tanks  - manufacturing;  tanks  - pressure;  gas  plant 
equipment;  cooling  towers;  heads;  fabricators  - steel;  machine  shop. 


Challenger  Surveys  & Services  Ltd. 

300, 1 031 0 Jasper  Ave. 

Edmonton,  AB  T5J  2W4 
Phone:  (403)424-5511 
Fax:  (403)424-3848 

Contacts:  Vic  Wolchansky,  Pres. 

Al  Zaver,  Dir. 

Products/Serviees:  Legal  and  engineering  surveys,  offshore  surveys, 
electronic  positioning,  GPS  positioning,  buried  structure  location,  drafting 
services,  software  development  and  project  manager. 

Champion  Drilling  Ltd. 

Box  1090 

Brooks,  AB  T1R1B9 
Phone:  (403)362-4400 
Fax:  (403)362-6165 


Heavy  Engineering/Manufacturers 
Pressure  Vessels,  Tanks, 
Towers  & Process  Equipment 


7310  - 99  Street 

Edmonton,  Alberta  Canada  T6E  3R8 
Ph:  (403)  433-9531  Fax:  (403)  432-7899 


Chart  Information  Systems  Ltd. 

6882  - 52  Ave. 

Red  Deer,  AB  T4N  4L1 
Phone:  (403)347-3733 
Fax:  (403)347-3150 

Contacts:  Reginald  P.  Warkentin,  Pres. 

A.  Bruce  Waldie,  Dir.Systems  Spec. 

Products/Services:  ChartPad  - A circular  chart  measurement 
(integration)  system  with  optional  volume  calculation  module  utilizing 
eleven  selectable  supercompressibility  calculation  routines.  ChartPad  is 
PC  software  based  and  comes  with  customized  digitizing  tablet. 
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Chase  Manufacturing  Inc. 

8815  - 52  St.  S.E. 

Box  12,  Site  5,  R.R.  5 

Calgary,  AB  T2P  2G6 

Phone:  (403)279-2809 

Fax:  (403)236-1328 

Contacts:  R.G.  Herron,  Pres.  & CEO. 

John  F.  Reed,  Vice-Pres.Optns. 

Products/Services:  Manufacturer  of  oil  country  casing  and  tubing 
couplings.  Licensed  A.P.I.  and  premium  threads.  Tubular  machining 
services  - casing  and  tubing  threading,  coupling  back-on,  hydrostatic 
testing.  Oil  well  casing  and  tubing  couplings. 


Chemex  Labs  Alberta  Inc. 

2021  -41  Ave.  N.E. 

Calgary,  AB  T2E  6P2 
Phone:  (403)291-3077 
Fax:  (403)291-9468 

Contacts:  Glenn  Nixon,  Sis. Mgr. 

Colin  Jardine,  Mktg.Co-ord. 

Products/Services:  Full  service  hydrocarbon  and  environmental 
laboratory  network.  Fully  accredited.  Contract  sampling,  analysis  and 
advisory  supplemented  by  equipment  and  turnkey  laboratory  facility 
sales.  All  types  of  analytical  instrumentation.  Turnkey  broker. 


Chemical  & Geological  Laboratories  Inc. 

14203-129  Ave. 

Edmonton,  AB  T5L4N9 
Phone:  (403)454-1504 
Fax:  (403)451-4022 

Contacts:  Ron  J.  Maloney,  Pres. 

Ray  Martin,  Lab. Mgr. 

Products/Services:  Analytical  laboratory  services  to  the  petroleum  and 
related  industries.  Analysis  of  gas,  oil,  water,  core,  coal.  Reservoir  fluid 
studies  (PVT);  special  core  studies;  tar  sands  analysis;  environmental 
(air,  water,  soil)  sampling  and  field  testing  on-site. 


Chemlube  Canada  Ltd. 

2,4440-75  Ave.  S.E. 

Calgary,  AB  T2C2H8 
Phone:  (403)279-2656 
Fax:  (403)236-3871 

Contacts:  Joe  Plesa,  Pres. 

Romy  Plesa,  Sec-Treas. 

Products/Services:  Engineering,  manufacturing,  rental  and  service  of 
wireline  tools  and  equipment.  Slick  line;  electric  line;  braided  line. 
Pressure  equipment  and  down  hole  service  and  completion  tools. 
Surface  equipment;  down  hole  equipment;  service  tools;  pressure 
control  equipment;  fishing  equipment  (wireline);  engineering  and  design, 
rental. 

Cherco-Barber  Ltd. 

9625  Shepard  Rd.  S.E. 

Box  5280,  Stn.  A 
Calgary,  AB  T2H  2P3 
Phone:  (403)236-5252 
Contacts:  Don  Karr,  Adv.Mgr. 

Ted  Miles,  Gen. Mgr. 

Childers  Products  Co.  Ltd. 

15727- 116  Ave. 

Edmonton,  AB  T5M  3W1 
Phone:  (403)452-4860 
Fax:  (403)455-0259 


Contacts:  Charles  R.  Jolicoeur,  Pres. 

Jan  Halladay,  Sis. Mgr. 

Products/Services:  Manufacturer  metal  and  mastic  coverings  for 
industrial  and  commercial  insulation.  Metal  jacketing  systems  for  piping 
and  equipment  accessories;  stainless  steel  strap;  screws,  etc.;  coatings; 
adhesives;  sealants;  asbestos  abatement  wetting  agents,  etc;  noise 
control  materials. 

Chimo  Equipment  Ltd. 

100,  909 -7  Ave.  S.W. 

Calgary,  AB  T2P1A6 
Phone:  (403)264-2245 
Fax:  (403)264-8848 

Contacts:  Robert  W.  Logan,  Pres. 

Harley  Bartlett,  Sis. Mgr. 

Products/Services:  Manufacture,  rent,  sell,  electronic  drilling 
instrumentation.  Rental  of  drill  collars,  degassers  and  hydraulic  drilling 
chokes.  Watchdog  model  303IS  (pit  volume  totalizer  plus);  Watchdog 
model  505IS  (pump  stroke  counter)  Watchdog  model  606A  (loss/gain 
indicator);  Watchdog  model  1 01 0 (surface  mud  system);  1 1 " drill  collars; 
Watchdog  remote  choke. 


Chimo  Polyurethanes  Ltd. 

100,  909-7  Ave.  S.W. 

Calgary,  AB  T2P1A6 
Phone:  (403)264-2245 
Fax:  (403)  264-8848 

Contacts:  Robert  W.  Logan,  Pres. 

Garry  Barhurst,  Gen. Mgr. 

Products/Services:  Manufacturer  of  polyurethane  wear  parts  for  oilfield, 
mining  and  industrial  markets.  Custom  molding  and  spray  applications. 
Thread  protectors;  stabilizer  sleeves;  desilter  and  desander  cones; 
safety  grip  systems  (rig  mats);  slurry  pump  linings  and  impellers,  mud 
mixer  linings,  cyclone  wear  parts,  flanged  and  victaulic  pipe  elbows, 
pulley  lagging  and  conveyor  rollers. 


Chinook  Industrial  Ltd. 

516-60  Ave.  S.E. 

Calgary,  AB  T2H  0P9 
Phone:  (403)253-8291 
Fax:  (403)255-5565 

Contacts:  Kenneth  E.  Bracko,  Vice-Pres.SIs.Mgr. 

William  A.  Bracko,  Vice-Pres.Cust.Mgr. 
Products/Services:  Manufacturer  of  component  parts  for  industrial 
engines,  compressors,  and  reciprocating  plunger  pumps;  specialized 
shop  services;  specialized  field  installations  of  lubrication  systems, 
protective  coatings,  grout  jobs,  cement  floor  repairs.  Compressor  valves; 
valve  parts;  engine  valves  and  seats;  lubrication  systems;  control  valve 
inner  valves;  reciprocating  plunger  pump  parts;  protective  coatings; 
engine  head  reconditioning. 


C & I Insulation 

7504F-30  St.  S.E. 

Calgary,  AB  T2C1M8 
Phone:  (403)236-9760 
Fax:  (403)236-8661 

Contacts:  Terry  Monette,  Owner  Br.Mgr.Calgary. 

Dennis  Olson,  Owner  Br.Mgr.Edm. 

Products/Services:  We  are  a distribution  company  which  supply  all 
types  of  insulation  for  mechanical  systems.  We  have  a complete  line  of 
accessory  items  and  also  supply  asbestos  abatement  products.  Knauf 
fibreglass;  Bradford  Eneron  mine  fibre;  Calsilite  calcium  silicate; 
foamglas;  urethane;  Sproule  Perlite;  Halstead  insultube;  Foster 
adhesives;  AGM. 
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Cidco  Industrial  Supplies  Ltd. 

8,  7619  Gaetz  Ave. 

Red  Deer,  AB  T4P1M6 
Phone:  (403)347-5576 
Fax:  (403)340-8780 

Contacts:  Rodney  Webb,  Pres. 

Products/Services:  Powertransmission  and  industrial  parts  wholesale. 
Machine  shop  specializing  in  oilfield  machining,  driveshaft  repairs  and 
balancing.  Belts  and  pulleys;  chain  and  sprockets;  bearings;  seals; 
hoses,  couplings  and  fittings;  systems  power  take  offs;  air  compressors 
and  tools;  hand  and  electric  tools;  chemicals,  lubricants  and  shop 
supplies;  drivelines;  gear  reducers;  industrial  hoses  and  fittings,  gauges, 
filters,  wire  rope. 


Circle  T Service  & Rental  Ltd. 

6828  - 52  Ave. 

Red  Deer,  AB  T4N  4L1 
Phone:  (403)342-6004 
Fax:  (403)342-6393 

Contacts:  Garnet  B.  Eastcott,  Pres. 

Wayne  C.  Eastcott,  Vice-Pres. 

Products/Services:  Rentals  and  sales  of  drilling,  servicing  and 
production  equipment.  Reconditioning  equipment  and  design  of 
workover  and  drilling  equipment  requirements  for  exploration  and 
production  programs.  Blowout  preventors;  casing  and  tubing  handling 
tools;  drill  and  workover  pipe  strings;  valves;  manifolds;  flanges;  spools; 
subs;  tanks;  power  swivels;  drill  collars;  tubing  strings;  scrapers. 


Cis  Can  Sales  (Western)  Ltd. 

3880  - 74  Ave. 

Edmonton,  AB  T6B2P7 
Phone:  (403)466-3178 
Fax:  (403)468-5904 

Contacts:  Alan  Kirby,  Pres. 

David  Gomez,  SIs.Mgr. 

Products/Services:  Manufacturer  of  Cata-Dyne  flameless  infra-red 
explosion  proof  gas  heaters.  Cata-Dyne  explosion  proof  heaters. 


Citidal  ‘'ll? 

Engineering  Ltd 

Petroleum  Consultants  specializing  in 
Petroleum  Reservoir  Analysis,  Property  and 
Company  Evaluations  and  Property  Management 

10th  Floor,  Sunlife  Plaza  2 
140-4  Ave.  S.W. 

Calgary,  Alta.  Canada  T2P  3N3  Ph:  (403)  264-6551 


Citidal  Engineering  Ltd. 

1000, 140-4  Ave.  S.W. 

Calgary,  AB  T2P  3N3 
Phone:  (403)264-6551 
Fax:  (403)263-6994 

Contacts:  E.P.  Webb,  Pres. 

A.J.  Shah,  Vice-Pres. 

Products/Services:  Petroleum  consultants  specializing  in  petroleum 
reservoir  engineering,  property  and  company  evaluations  and  property 
management. 


Peter  Clark  Associates  Inc. 

Box  9582 

Edmonton,  AB  T6E  4Z8 
Phone:  (403)439-2118 
Fax:  (403)439-2149 

Contacts:  Peter  Clark,  Pres. 

Pal  Srivastava,  Vice-Pres. 

Products/Services:  Fire  resistant  workwear  consulting.  We  provide 
assistance  to  organizations  that  are  developing  fire  resistant  workwear 
policies  or  selecting  fire  resistant  workwear  for  their  workforce. 


Clem  Industrial  Machine  Ltd. 

603-  13  Ave. 

Box  97 

Nisku,  AB  T0C2G0 
Phone:  (403)955-7598 
Contacts:  Clem  Lamothe,  Exec.Off. 
Products/Services:  Oilfield  equipment. 


C N C Proficient  Machine  Works  Limited 

7131C  - 6 St.  S.E. 

Calgary,  AB  T2H  2M8 
Phone:  (403)255-5544 
Fax:  (403)255-4105 

Contacts:  Les  Szadovszki,  Exec.Off. 

Products/Services:  Downhole  completion  equipment;  flow  control 
accessories;  tool  and  accessories  for  oil  and  gas  well;  wireline  reeling 
equipment  package. 

Coastal  Instruments  Ltd. 

4201  - 65  St. 

Camrose,  AB  T4V  3L6 
Phone:  (403)672-8955 
Contacts:  Pat  Hagel,  Exec.Off. 

Products/Services:  Oilfield  pressure  gauges. 

Cobra  Machine  Ltd. 

3808  - 93  St. 

Edmonton,  AB  T6E  5K6 
Phone:  (403)465-7773 
Fax:  (403)955-7195 

Contacts:  Lyle  Borgel,  Exec.Off. 

Products/Services:  Downhole  oilfield  products. 

Codeco  Engineering  Ltd. 

815,  706 -7  Ave.  S.W. 

Calgary,  AB  T2P0Z1 
Phone:  (403)237-7808 
Fax:  (403)265-1760 

Contacts:  Don  D.  Copeland,  Pres. 

Jim  P.  Rasmussen,  Asst.Mgr. 

Products/Services:  All  phases  of  petroleum  engineering  and 
operations,  including  national  and  overseas  project  management  from 
lease  acquisition  through  to  drilling,  completion  and  production 
operations.  Supply  of  wellsite  consulting  supervisors  for  lease,  road  and 
pipeline  construction,  drilling,  completion,  workover,  geological  and 
production  operations. 

Columbia  Oilfield  Supply  Ltd. 

9752  - 60  Ave. 

Box  4568 

Edmonton,  AB  T6E5G4 
Phone:  (403)437-5110 
Fax:  (403)436-0229 
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Contacts:  Henry  Kilbach,  Pres. 

Products/Services:  Oilfield  supply  store. 

A.  Comeau  & Associates  Ltd. 

4718-90A  Ave. 

Edmonton,  AB  T6B2P9 
Phone:  (403)465-9961 
Fax:  (403)465-4990 

Contacts:  Alt  Comeau,  P. Eng.,  Pres. 

Neil  McNeil,  R.E.T.,  Dir.Mktg. 

Products/Services:  Electrical  engineering  and  design,  system 
integration  and  automation  specialists,  electronic  research  and 
development  and  manufacturing,  control  software.  Keltronics  K095 
advanced  motor  controllers;  Keltronics  K687  submersible  pump 
controllers;  surge  shop  transient  and  switching  protection;  Scanwell 
oilfield  automation  system;  Keltronics  remote  terminal  unit. 

Command  Drilling  Ltd. 

210,  808 -4  Ave.  S.W. 

Calgary,  AB  T2P  3E8 

Phone:  (403)269-7244 

Fax:  (403)269-2574 

Contacts:  Mike  Cullen,  Contracts  Mgr. 

Rob  Wagemakers,  Optns.Mgr. 

Products/Services:  Gas  and  oilwell  drilling.  Seven  rigs. 

Commercial  Bearing  Service  (1966)  Ltd. 

10147-81  Ave. 

Edmonton,  AB  T6E1W9 
Phone:  (403)439-2026 
Fax:  (403)439-3637 

Contacts:  Brian  Marcotte,  Br.Mgr. 

Tim  Alenius,  Inside  Sis. 

Products/Services:  Wholesale  distributor  of  bearings,  power 
transmission  equipment,  industrial  and  hydraulic  hose  and  fittings  and 
tube  fittings.  Hose  couplings  and  fittings;  belts  and  drives;  seals;  chain- 
drive;  couplings;  speed  reduce  lubricants  and  conveyors. 


Complete  Package  Technologies  Ltd. 

2887  Parsons  Rd. 

Edmonton,  AB  T6N  1A3 
Phone:  (403)465-4200 
Fax:  (403)465-1001 

Contacts:  Jim  Cannell,  Exec. Off. 
Products/Services:  Oil  and  gas  equipment. 


Computalog  Ltd. 

800,  600  - 6 Ave.  S.W. 

Calgary,  AB  T2P0S5 
Phone:  (403)265-6060 
Fax:  (403)237-8493 

Contacts:  James  F.  Perry,  Pres. 

Wayne  E.  Gillespie,  Vice-Pres.Wireline. 
Products/Services:  Wireline  logging  and  completion  services, 
directional  drilling  services,  wireline  equipment  manufacturing  services. 
Open  hole  logging;  cased  logging  and  completion;  production  logging; 
directional  drilling;  measurement  while  drilling;  mud  motors;  wireline 
logging  systems  (surface  and  downhole);  wireline  units. 


Concord  Drilling  Fluids  Ltd. 

201,525-11  Ave.  S.W. 

Calgary,  AB  T2R  0C9 
Phone:  (403)234-7771 


Fax:  (403)261-4018 

Contacts:  Ken  Munro,  Optns.Mgr. 

Dick  Kalmbach,  Sis. Mgr. 

Products/Services:  Supply,  sales  and  service  of  all  drilling  fluids 
products.  Bentonite;  barite;  chemicals.  Special  systems  - CDF  2100 
(inhibitive  fluid),  DRILCOM  (horizontal  drilling  fluid). 


Concrete  Contractors 

6511  -35  Ave.  N.W. 

Calgary,  AB  T3B1S7 
Phone:  (403)247-5152 
Fax:  (403)247-5152 

Contacts:  David  Hunt,  Owner. 
Products/Services:  Structural  concrete. 


Continental  Energy  Marketing  Ltd. 

1600,  633 -6  Ave.  S.W. 

Calgary,  AB  T2P2Y5 
Phone:  (403)297-9800 
Fax:  (403)237-6021 

Contacts:  Rex  H.  Kary,  Pres. 

D.  Guy  Jarvis,  Vice-Pres. 
Products/Services:  Natural  gas  marketing. 


Continental  Laboratories 

3601 A - 21  St.  N.E. 

Calgary,  AB  T2E  6T5 
Phone:  (403)250-5125 
Fax:  (403)291-9556 

Contacts:  Alex  Finnie,  Vice-Pres. 

J.A.  Pennington,  Pres. 

Products/Services:  Geological  wellsite  services  including  fluid  and 
cuttings,  hydrocarbon  well  logging  and  geological  wellsite  supervision. 
Manufacture  and  sales  of  catalytic  filament  total  gas  detectors  and 
hydrogen  flame  chromatograph.  Full  range  of  wellsite  gas  detectors, 
chromatographs  and  drilling,  engineering  and  mud  monitoring 
equipment. 


Contract  Log  Analysis  Ltd. 

1500,  250  - 6 Ave.  S.W. 

Calgary,  AB  T2P  3H7 
Phone:  (403)262-9990 
Fax:  (403)264-1262 

Contacts:  Len  Flexhaug,  Pres. 

Stephney  Flexhaug,  Sec. 

Products/Services:  Contract  log  analysis,  specializing  in  cased  hole 
applications  for  problem  well  diagnosis,  completion  evaluation,  reservoir 
surveillance,  and  training. 


Contractors  Machinery  & Equipment  Ltd. 

2820  - 84  Ave. 

Edmonton,  AB  T6P1P7 
Phone:  (403)464-1909 
Fax:  (403)467-0434 

Contacts:  Dick  Martin,  Mgr. Alberta. 

Scott  Henderson,  Sls.Co-ord. 

Products/Services:  Sales,  rentals,  parts  and  service  for  all  equipment 
represented.  Grove  worldwide  hydraulic  cranes;  Grove  manlift;  National 
hydraulic  truck  cranes;  Taylor  lift  trucks;  Sanderson  forklifts;  Priestman 
excavators;  Fassi  articulate  cranes;  American  conventional  cranes; 
Finlay  hydrascreens. 
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Control  Chemical  (1989)  Corporation 

6,2016-25  Ave.  N.E. 

Calgary,  AB  T2E  6Z4 
Phone:  (403)291-9850 
Fax:  (403)  250-3009 

Contacts:  Philip  Vorvis,  Prod. Mgr. 

Robert  Coak,  Prod. Mgr. 

Products/Services:  Environmentally-safe  drilling  lubricants,  muds  and 
mud  additives  for  the  drilling  industry;  construction,  water  and  monitor 
wells  and  diamond  drilling;  primary  clarifiers,  coagulants  and  flocculants 
for  water  and  waste  water  treatment.  MATEX  chemicals  and  Del  Rio 
lubricants;  RDO  302  ES  (environmentally  safe  rock  drill  oil);  Bio  Cut  Plus; 
foamer  ES;  muds  and  additives;  liquid  and  dry  polymers. 


Control  Drilling  Service  (1987)  Ltd. 

5921  - 87A  St. 

Edmonton,  AB  T6E  5W6 

Phone:  (403)465-6006 

Fax:  (403)469-8872 

Contacts:  Brian  Passmore,  Vice-Pres. 

Vernon  Burpee,  Pres. 

Products/Services:  Repair  and  calibration  of  oilfield  instruments  and 
automatic  drilling  controls.  Sales  and  service  of  Hawk  drill  pipe  spinners, 
custom  die  slip  inserts,  oilfield  instruments  and  Bell  automatic  driller. 


Cooper  Industries  (Canada)  Inc. 

Cooper  Oil  Tool  Div. 

600,  715 -5  Ave.  S.W. 

Calgary,  AB  T2P2X6 
Phone:  (403)261-2800 
Fax:  (403)262-5181 

Contacts:  D.  Sproule,  SIs.Mgr-API. 

V.  Renaud,  SIs.Mgr-ANSI. 

Products/Services:  Sales  and  service  of  wellheads,  Xmas  trees,  valves 
(ball,  gate,  butterfly),  chokes  and  blowout  preventers.  Wellheads  - 
Cameron,  McEvoy,  W-K-W;  valves  - Cameron,  McEvoy,  W-K-W, 
Demco;  chokes  - Willis,  Thornhill  Craver;  blowout  preventers  - Cameron. 

Cord  Projects  Ltd. 

3631  - 76  Ave. 

Edmonton,  AB  T6B2S8 
Phone:  (403)465-5516 
Fax:  (403)468-2905 

Contacts:  Mike  Sowinski,  Exec. Off. 

Products/Services:  Process  plants;  heaters;  heavy  oil  treaters. 

Corunna  Drilling  Limited 

264  Paget  St. 

Box  640 

Corunna,  ON  NON  ICO 
Phone:  (519)862-5505 
Fax:  (519)862-3587 

Contacts:  Donald  Bowling,  Pres. 

Howard  Bowling,  Gen. Mgr. 

Products/Services:  Rotary  well  drilling  - oil,  gas  and  storage.  Rig  1 - 
Kremco  K600, 1 800m;  rig  2 - Kremco  K600, 1 800m;  rig  3 - Hopper  GXTA 
1700m. 

Cougar  Tool  Inc. 

9705  - 56  Ave. 

Box  5770,  Stn.  L 
Edmonton,  AB  T6C  4G2 
Phone:  (403)437-5277 
Fax:  (403)437-7666 


Contacts:  Raymond  LaBonte,  Exec. Off. 

Products/Services:  Shocktool;  collars;  subs;  drilling  jar;  fishing  jar;  non- 
rotating stabilizer;  integral  blade  stabilizer. 


Coveil  Fire  Fighting  Ltd. 

1,7644-49  Ave. 

Red  Deer,  AB  T4P1M4 
Phone:  (403)342-2336 
Fax:  (403)  346-6035 

Contacts:  A.  Rae  Campbell,  Pres. 

Dan  Mastowy,  Sis.  Rep. 

Products/Services:  Fire  fighting;  safety  services;  chemical  spills; 
training;  safety  protection  for  workovers,  acid  fracs.  Fire  trucks  with  foam 
and  dry  chemical;  safety  shower  trucks;  breathing  apparatus;  gas 
detection. 


CPW  Valve  & Instrument  Co.  Ltd. 

11620-170  St. 

Edmonton,  AB  T5S  1 J7 
Phone:  (403)451-6888 
Fax:  (403)454-0331 

Contacts:  Bill  Hollands,  Vice-Pres. 

Jasper  Dehaan,  Shop  Supvr. 

Products/Services:  Manufacture  pressure  gauges.  Hydro-poise 
pressure  gauges;  hydro-pak  pressure  gauges. 


C R C Evans  Canada  Ltd. 

2005  - 80  Ave. 

Edmonton,  AB  T6P1P8 

Phone:  (403)440-2005 

Fax:  (403)440-4952 

Contacts:  Laurence  Wenger,  Exec.Off. 

Products/Services:  Internal  pneumatic  lineup  clamp;  hydraulic 
pipebending  machine;  clean  prime  and  tape  machines;  pipe  cradles; 
lowering-in-belts;  pipeline  equipment  - pigs;  pipeline  detectors; 
measuring  control  instruments. 


C R C Wellhead  Supply  Limited 

3771  - 74  Ave. 

Edmonton,  AB  T6B  2T7 
Phone:  (403)465-5414 
Fax:  (403)466-1899 

Contacts:  Donald  H.  Cox,  Exec.Off. 

Products/Services:  API  flanges;  tubing  head  adaptors;  flow  tees  and 
crosses;  wellhead  top  adaptors;  studded  crosses  and  tees. 


Crown  Anchors  Inc. 

6,4101  -19  St.  N.E. 

Calgary,  AB  T2E  6X8 
Phone:  (403)291-3959 
Fax:  (403)291-9059 

Contacts:  Todd  E.  Fisher,  Gen. Mgr. 

Val  Smaniotto,  Sis. 

Products/Services:  Service  rig  anchors,  utility  anchors,  landscaping 
anchors  and  footings. 


Crown  Well  Servicing  Ltd. 

1 0035 -29A  Ave. 

Edmonton,  AB  T6N  1 A9 
Phone:  (403)462-4730 


Edition 


-19- 


Alberta  Petroleum  Equipment  & Services  Directory 


Fax:  (403)461-9676 

Contacts:  Al  Pankoski,  Contr. 

Dan  Pizzuto,  Safety  Human  Res. 

Products/Services:  Oil  and  gas  well  service  rigs  and  snubbing  service. 
Single  and  double  service  rigs;  snubbing  unit. 

Cubex  Limited 

9298  Horton  Road  S.W. 

Calgary,  AB  T2V2X4 

Phone:  (403)258-1544 

Fax:  (403)253-0164 

Contacts:  W.E.J.  (Bill)  Wilson,  Gen. Mgr. 

Duane  Thygesen,  Sis. Cons. 

Products/Services:  Air  percussion  hammer  drilling  consulting  service. 
Air  percussion  hammers  and  drill  bits;  compressor  packages;  truck, 
trailer,  crawler  mounted  drilling  equipment. 

Cummins  Alberta 

14755- 121 A Ave. 

Edmonton,  AB  T5L2T2 

Phone:  (403)455-2151 

Fax:  (403)454-9512 

Contacts:  EricTempleton,  Ind.SIs.Dept. 

DelmerBouchor,  Fld.Serv.Mgr. 

Products/Services:  Diesel  engine  - we  supply  Cummins  diesel  engines, 
parts,  service  and  Cummins  engine  sales. 

Cushion  Cruiser 

Box  8362,  Stn.  F 

Calgary,  AB  T2J  2V5 

Contacts:  G.  Martin,  Pres. Gen. Mgr. 

H.L.  Martin,  Sec-Treas. 

Products/Services:  Hovercraft  rentals. 

C & V Portable  Accommodations  Ltd. 

6633-86  Ave.S.E. 

Box  748,  Stn.  J 
Calgary,  AB  T2A  6A6 
Phone:  (403)279-7451 
Fax:  (403)279-8740 

Contacts:  W.A.  Vermaat,  Sis. 

M.J.  Cramer,  Sis. 

Products/Services:  Manufacture  and  lease  of  wellsite  accommodation, 
industrial  camps,  geologist  facilities,  office  facilities.  All  relocatable. 
Custom  construction  available.  Manufacture  of  A-60  rated  modules  for 
use  on  offshore  drilling  platforms  and  drillships,  to  Canadian  coast  guard 
regulations.  Can  be  used  for  mudlogging  purposes.  Engineers  and 
geologists  wellsite  trailers;  drill  camps  and  industrial  camps;  sample 
washing  equipment  in  portable  form. 

Dacro  Industries  Ltd. 

9325  - 51  Ave. 

Edmonton,  AB  T6E4W8 

Phone:  (403)434-8900 

Fax:  (403)436-4203 

Contacts:  Hugh  Hunter,  Bus.Dev.Mgr. 

Bill  Thomas,  Estimating  Mgr. 

Products/Services:  Custom  pressure  vessel  fabricator.  Pressure 
vessels;  process  towers;  columns;  stacks;  separators  and  scrubbers. 


Daily  Oil  Bulletin 

300,  999  - 8 St.  S.W. 
Calgary,  AB  T2R1N7 
Phone:  (403)244-6111 
Fax:  (403)245-8666 


Contacts:  Ward  Brandow,  Vice-Pres.  West. 

RickCharland,  Publisher,  Editor. 

Products/Services:  Specialized  daily  report  covering  all  phases  of  the 
oil  and  gas  industry.  Each  report  contains  industry  highlights  gathered 
right  up  to  1 2:00  noon  deadline.  Drilling  report  features  latest  available 
depth  and  pertinent  data  on  all  active  wells  in  western  Canada,  as  well  as 
frontier  areas.  Special  Monday-T uesday  summary  lists  all  wells  staked 
for  the  past  week,  drilling  and  completions  by  townships  and  range. 
(See  our  advertisement  on  page  41) 


Daniluck  McKinney  Associates 

201, 11016-127  St. 

Edmonton,  AB  T5M0T2 
Phone:  (403)448-1717 
Fax:  (403)453-5246 

Contacts:  Bruce  Daniluck,  Pres. 

Pat  McKinney,  Principal. 

Products/Services:  Executive  search;  out  placement;  human  resource 
software. 

Dann’s  Welding  & Machining 

126  Scott  St. 

Hinton,  AB  T7V1H2 
Phone:  (403)865-4032 
Fax:  (403)865-4514 

Contacts:  Ron  Pelechytik,  Pres. 

Products/Services:  Welding;  machining. 


Danvic  Associates  Ltd. 

9,  6320-11  St.  S.E. 

Calgary,  AB  T2H  2L7 
Phone:  (403)253-2655 
Fax:  (403)259-6432 

Contacts:  Bob  Jeary,  Sis. Mgr. 

Products/Services:  Filtration  and  coalescing  separation  systems  for 
liquids  and  gases,  using  high  efficiency,  absolute  rated  synthetic 
microfiber  media.  Membrane  systems  for  removal  of  C02  from  gas. 
Water/amine/glycol  filters;  gas  filter  and  coalescers;  liquid/liquid 
separating  coalescers;  gas  scrubbers;  hydraulic  filters;  complete  vessel 
and  skid  design  and  fabrication;  Upgrade™  series  of  absolute  rated, 
microfiber  elements  to  retrofit  any  vessel. 

DATAP  Systems 

10  FI.,  940 -6  Ave.  S.W. 

Calgary,  AB  T2P3T1 

Phone:  (403)237-9500 

Fax:  (403)237-9898 

Contacts:  D.R.  Proctor,  Acct.Mgr.SCADA. 

R.A.  Schmaltz,  Dir.SIs.Mktg. 

Products/Services:  Specialized  engineering  and  communications 
company.  DATAP  provides  a comprehensive  program  of  software 
maintenance  and  support  that  includes  training,  extensive  service  plans, 
regular  product  version  releases,  extended  warranties,  24  hourcustomer 
service  centre.  SCADA  (Supervisory  Control  and  Data  Acquisition); 
IRIS7  (Intelligent  Real-time  Information  System);  IDEA  (Intelligent  Data 
Evaluation  and  Analysis). 


Dataworks  Inc. 

650,  240-11  Ave.  S.W. 

Calgary,  AB  T2R  OC3 
Phone:  (403)266-1595 
Contacts:  Brian  Cox,  Partner. 

Greg  Sandau,  Partner. 
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Products/Services:  Dataworks  develops  sophisticated,  multiuser 
database  applications  for  use  on  stand-alone  PCs  and  networks. 
Specialize  in  integrated  secure  communications  for  the  oil  and  gas 
industry.  Max-Well  completions  - completion  database/communications 
system;  Max-Well  Drilling  - drilling  database/communications  system; 
Max-Well  E-mail  - remote  file/message/chat/  communications  system; 
Sultan  - multiuser  sulphur  database  management  system. 


Dawson  Engineering  and 
Communications  Inc. 

9620  Oakhill  Dr.  S.W. 

Calgary,  AB  T2V3W2 
Phone:  (403)251-4999 
Fax:  (403)295-0732 

Contacts:  Wm.  S.E.  Dawson,  P.Eng.,  Pres. CEO. 

Victor  E.  Dawson,  Dir.Mktg. 

Products/Services:  Consulting,  design  and  development  of  data 
acquisition  units;  remote  link  data  and  analog;  pipe  line  high  temp  control; 
robotic  tool  recovery  development;  quality  assurance  program 
development  and  auditing.  Alarm  systems;  computer  drafting  and  design; 
engineering  consultants;  data  communications;  detection  systems; 
remote  sensing;  search  and  recovery  systems;  security  systems;  strobe 
lights;  xenon  flashers. 

D & D Machine  Works  Ltd. 

3010-6  Ave.  N. 

Box  872 

Lethbridg,  AB  T1J3Z8 
Phone:  (403)328-8242 
Fax:  (403)320-8723 

Contacts:  Dennis  F.  Barbour,  Exec.Off. 

Products/Services:  Drilling  rigs;  hydraulic  cylinders;  custom  built 
equipment;  tools;  dies. 

Dean’s  Oilfield  Services  Ltd. 

Box  728 

Stettler,  AB  T0C2L0 
Phone:  (403)742-3330 
Fax:  (403)  742-2380 

Contacts:  Dean  Jones,  Pres. 

Trent  Moore,  Sec. 

Products/Services:  Crude  and  water  hauling;  five  axles;  hot  oiler; 
chemical  washing;  pressure  truck;  pipeline  testing;  dehydrators;  hotshot 
and  light  hauling;  chemical  and  fiberglass  acid  hauling  trucking. 
Methanol;  glycols;  inhibitors  KCL;  calcium  chlorite;  frac  fluids;  rental 
equipment;  400  frac  and  production  tanks;  mud  tanks;  separators. 

Delta  Catalytic  Corporation 

400, 8500  Macleod  T rail  South 
Calgary,  AB  T2H  2N1 
Phone:  (403)258-6411 
Fax:  (403)255-1421 

Contacts:  Murray  E.  Propp,  P.Eng.,  Vice-Pres.Bus.Dev. 

Fabien  Gagnon,  P.Eng.,  Vice-Pres.Corp.Dev. 
Products/Services:  Delta  Catalytic  Corporation  through  the  operations 
of  its  five  member  companies:  Delta  Projects  Inc. , Catalytic  Maintenance 
Inc.,  Dilcon  Constructors  Ltd.,  CMI  Rentals  Inc.,  and  Catalytic  Seaforth 
Ltd.,  provides  engineering,  procurement,  construction,  maintenance  and 
tool  rental  services  to  the  total  spectrum  of  resource  based  industries. 

Delta  Hydraulic  Power  Ltd. 

10336-59  Ave. 

Edmonton,  AB  T6H  1E6 
Phone:  (403)434-9528 
Fax:  (403)437-7931 


Contacts:  Fred  Duxbury,  Exec.Off. 

Products/Services:  Hydraulic  winches;  hydraulic  systems;  hydraulic 
components;  pnuematic  components. 


Delta-P  Test  Corp. 

520,  400  - 5 Ave.  S.W. 

Calgary,  AB  T2P  0L6 

Phone:  (403)234-7554 

Fax:  (403)290-0117 

Contacts:  Tom  Bratrud,  P.Eng.,  Vice-Pres. 

Products/Services:  Closed  chamberdrill  stem  testing  DST  evaluations. 


Den’s  Exploration  Services  (1983)  Ltd. 

207,  603-  11  Ave.  S.W. 

Calgary,  AB  T2R  0E1 

Phone:  (403)234-0212 

Fax:  (403)265-4398 

Contacts:  Dennis  C.  Cressman,  Pres. 

Jan  Clarson,  Geol.Tech.Cons. 

Products/Services:  Geophysical  technician  work;  exploration  drafting; 
processing  seismic  approvals;  pipeline  crossing  agreements;  final  plans; 

etc. 


Derrick  Drilling  Ltd. 

11 80,  700 -4  Ave.  S.W. 

Calgary,  AB  T2P  3J4 
Phone:  (403)262-2288 
Fax:  (403)266-3810 

Contacts:  John  Niedermaier,  Pres. 

Lyle  Schultz,  Vice-Pres. 

Products/Services:  Drilling  oil  and  gas  wells.  Ten  drilling  rigs  rated 
800m  to  3200m. 


The  Design  Group  Staffing  Services  Inc. 

2150,  801  -6  Ave.  S.W. 

Calgary,  AB  T2P3W2 
Phone:  (403)233-2788 
Fax:  (403)266-5203 

Contacts:  Larry  Staley,  Vice-Pres. 

Graham  Wake,  Mgr. 

Products/Services:  Supply  of  engineering  and  technical  manpower,  on- 
premises CAD  drafting.  Supply  of  industrial  workers.  “As-built”  services. 
Manpower  and  technical  personnel. 


Devcan  Machine  & Manufacturing 

3,6112-45  St. 

Leduc,  AB  T9E6M1 
Phone:  (403)986-2919 
Contacts:  Frank  Herbert,  Exec.Off. 
Products/Services:  Oilfield  tools. 


DFI-Division  of  Dave  Freeland  Transport 

9540  - 60  Ave. 

Edmonton,  AB  T6E  0C1 
Phone:  (403)437-5237 
Fax:  (403)437-3613 

Contacts:  Ray  Wise,  Mgr. 

Products/Services:  T ransportation  - construction  and  oilfield  piledriving 
services.  Pipe  sales. 
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DGL  Software  Services  Ltd. 

210,  840-6  Ave.  S.W. 

Calgary,  AB  T2P3E5 
Phone:  (403)234-9202 
Fax:  (403)265-3528 

Contacts:  Glen  Lundeen,  Pres. 

Products/Services:  On-line  software  including  production-revenue 
accounting  (Caspar)  for  all  four  western  provinces  available  on  in-house 
mainframe  or  time-sharing,  financial  accounting  (Genasys)  including 
joint  venture  and  AFE.  Time  sharing  on  a VAX  also  available.  Gas  chart 
measurement  system.  Gas  charts. 


Diagnostic  Engineering  Inc. 

560, 10201  Southport  Road  S.W. 

Calgary,  AB  T2W4X9 
Phone:  (403)253-4856 
Fax:  (403)253-4873 

Contacts:  Thomas  A.  Vyskocil,  M.Sc.P.Eng,  Gen. Mgr. 

Kenneth  V.  Meuse,  P.Eng.,  Eng. Mgr. 

Products/Services:  Diagnostic  and  production  testing  of  oil  pumping 
wells.  Automatic  well  sounder  build-up  survey,  dynamometer  test  and 
diagnostics,  testing  of  low  permeability  oil  and  gas  wells.  Well  test 
analysis  - conventional,  diagnostic  and  unconventional.  Electronic 
intelligent  data  acquisition  unit  (SPIDRR);  digital  fluid  finder;  production 
optimization  software. 


Digitech  Information  Services  Ltd. 

700,  840  - 7 Ave.  S.W. 

Calgary,  AB  T2P3G2 

Phone:  (403)266-8622 

Fax:  (403)233-2917 

Contacts:  Stephen  Kenny,  Pres. Gen. Mgr. 

John  Pollock,  Mgr.SIs. 

Products/Services:  Digitech  is  the  largest  supplier  of  information  to  the 
resource  industry  in  western  Canada.  Digitech  also  provides  mapping 
and  digitizing  services.  Digitech  employs  several  database  design  and 
maintenance  specialists.  Mapping  - specialists  in  geological, 
engineering,  geophysical  and  land  maps;  digitizing  - map  data 
(geophysical,  geological,  facilities)  and  well  logs  digitizing  services. 


DL  Water  Treatment  Consulting  Ltd. 

17314- 108  Ave. 

Edmonton,  AB  T5S  1 E8 
Phone:  (403)484-3752 
Fax:  (403)489-3612 

Contacts:  Daniel  Luk,  Sr.  Scientist. 

Products/Services:  Sump  treatment  consultation  and  analysis. 
Laboratory  analytical  services. 

D.M.C.  Data  Communications  Ltd. 

2005B- 10  Ave.  S.W. 

Calgary,  AB  T3C0K4 

Phone:  (403)229-9046 

Fax:  (403)244-7788 

Contacts:  Marcel  Charrois,  Calgary  Br.Mgr. 

David  Trudeau,  Pres. 

Products/Services:  Provides  complete  turnkey  service  for  the 
installation  maintenance  and  repair  of  local  area  network  and  voice 
communications  cabling  systems,  including  both  optical  fiber  and  copper 
based  distribution  systems.  Supplies  and  installs  all  types  of  local  area 
network  interconnect  components  for  all  network  cabling  systems, 
including:  IBM,  Digital,  Hewlett  Packard,  Bull,  Xerox,  Wang,  Prime, 
Amdahl,  Data  General,  Altos,  Apple  and  Compaq. 


Dominion  Oilfields  Supply 
Company  Limited 

200,  5819 -2  St.  S.W. 

Calgary,  AB  T2H  OHS 
Phone:  (403)255-3303 
Fax:  (403)253-3139 

Contacts:  A.C.  Schreiner,  Pres. 

A. A.  Wik,  Sis. Mgr. 

Products/Services:  Ipsco  Inc.  J & K Grases  ERW casing,  ERW  tubing, 
ERW  linepipe;  Griffin  Pumps  Inc.  rotary  screw  pumps;  Arrow  Specialty 
Co.  oilfield  engines  and  parts,  pumps;  Axelson  Canada  Inc.  rod  drawn 
bottom  hole  pumps,  sucker  rods  ESD  valves;  Kerr  Machine  plunger 
pumps;  Flow  Control  - ball  valves,  flanged  and  screwed;  International 
Paint  protective  coatings;  Streamflo  products;  Baker  Oil  Tools  cementing 
equipment;  Threshold  Marketing  SPILLDRY. 


Domino  Machine  Co.  Ltd. 

9207  - 34A  Ave. 

Edmonton,  AB  T6E  5T6 
Phone:  (403)462-1354 
Fax:  (403)462-4490 

Contacts:  Bill  Sedens,  Exec.Off. 

Dietmar  Sedens,  Export  Mgr. 

Products/Services:  Pulley  scrapers;  wellhead  equipment;  swivel  joints; 
tubing  hangers  and  lead;  casing  head;  flanges. 


Double  Eagle  Drilling  Ltd. 

706,  505  - 6 St.  S.W. 

Calgary,  AB  T2P1X5 
Phone:  (403)269-2102 
Fax:  (403)266-0927 

Contacts:  Wm.  W.  (Bill)  Cottrell,  Pres. Gen. Mgr. 

Garry  L.  Alenius,  Vice-Pres.Drlg.Supt. 

Products/Services:  Gas  and  oilwell  drilling  contractor.  National  370  - rig 
No.  1 ; Superior  700  - rig  No.  2. 


Dover  Corporation  (Canada)  Limited 
Alberta  Oil  Tool  Division 

9530  - 60  Ave. 

Edmonton,  AB  T6E  0C1 
Phone:  (403)434-8566 
Fax:  (403)436-4329 

Contacts:  J.  Harvey,  Sis. Gen. Prod. 

D.  Peter,  Sis.  Valves. 

Products/Services:  Manufacturer  of  Norris  brand  sucker  rods  and 
accessories,  tubular  fittings,  butterfly  valves,  level  controls  and  dump 
valves. 


Downhole  Systems  Technology  Canada  Inc. 

7,  4539 -6  St.  N.E. 

Calgary,  AB  T2E3Z6 
Phone:  (403)299-1960 
Fax:  (403)299-1961 

Contacts:  Dave  Sask,  Pres. 

Joe  Zeidler,  Vice-Pres.Optns. 

Products/Services:  Downhole  Systems  Technology  provides  a drill 
stem  system  that  is  completely  controlled  electrically  with  surface 
readout.  All  tool  functions  and  measurements  are  monitored  from  surface 
and  thus  in  real  time  operational  decisions  or  program  changes  can  be 
made  which  maximize  efficiency  or  optimize  data  quality.  Many 
operational  problems  can  be  overcome.  In  addition  bridging  and  packer 
damage  are  reduced. 
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Dragon  Sandblasting  Ltd. 

Box  8692,  Stn.  L 
Edmonton,  AB  T6C  4J5 
Phone:  (403)472-6969 
Fax:  (403)472-6760 

Contacts:  Jack  Dimitroff,  Pres. 

Angus  Macdonald,  Mgr. 

Products/Services:  All  types  of  sandblasting;  heavy  duty  auto  body;  all 
forms  of  painting;  all  forms  of  special  protective  coating;  work  in  our  shop 
or  at  customers’ job  site;  seven  (7)  sandblasting  units;  all  forms  of  painting 
equipment. 


Drayton  Valley  Machine  & Welding  Ltd. 

5420  - 53  Ave. 

Box  6594 

Drayton  Valley,  AB  TOE  0M0 

Phone:  (403)542-5249 

Fax:  (403)542-7761 

Contacts:  Emmanuel  Hagman,  Exec.Off. 

Products/Services:  Check  valves;  oilfield  equipment;  pumps;  pump 
plungers;  fluid  ends;  blowout  preventers;  compressor  rods. 


Drilling  Fluids  Treatment  Systems  Inc. 

1, 3815-61  Ave.  S.E. 

Calgary,  AB  T2C1V5 

Phone:  (403)279-0123 

Fax:  (403)279-2233 

Contacts:  E.A.  Kutryk,  Pres. Gen. Mgr. 

Products/Services:  Manufacturers  and  distributors  of  oil/gas  well 
drilling  equipment  and  materials  used  in  drilled  solids  control.  Shale 
shakers;  shale  shaker  screens;  hydrocyclones;  centrifuges;  filters. 


Drilling  Records 

400,  926  - 5 Ave.  S.W. 

Calgary,  AB  T2P  0N7 
Phone:  (403)262-2786 
Fax:  (403)262-2848 

Contacts:  Ed  Facey,  SIs.Mgr. 

Perry  Keillor,  Optns.Mgr. 

Products/Services:  Drilling  information  service;  rig  activity  statistics; 
drilling  curve  plots;  rig  activity  map  and  reports. 


Drilltel  Systems 

3601 A -21  St.  N.E. 

Calgary,  AB  T2E  6T5 
Phone:  (403)250-5125 
Fax:  (403)291-9556 

Contacts:  Alex  Finnie,  Exec.Off. 

Products/Services:  Cased  hole  downhole  oilwell  logging  tools. 

Drilmaster  Canada  Ltd. 

1800,  505 -5  St.  S.W. 

Calgary,  AB  T2P  3J2 
Phone:  (403)262-2221 
Fax:  (403)265-4967 

Contacts:  Garth  Farr,  Vice-Pres. 

Scott  Edgelow,  Gen. Mgr. 

Products/Services:  Oilfield,  mining,  industrial.  Positive  displacement 
motor  rental  and  sales  from  1 3/4to95/80.D.  Largersizes  available  upon 
request.  Surface  adjustable  bent  housing;  alignment  sub;  dump  sub; 
submaster  downhole  adjustable  bent  housing;  equipment  for  directional 
drilling  utilizing  coiled  tubing;  poly  crystalline  diamond  cutter  bits  (PDC). 


Drummond  Transportation  Services  Ltd. 

1,  1245-34  Ave.  N.E. 

Calgary,  AB  T2E  6N4 
Phone:  (403)250-5822 
Fax:  (403)291-2711 

Contacts:  Alison  Witham,  Dir. 

Walter  C.  Gerrad,  Dir. 

Products/Services:  International  freight  forwarders.  Canada  customs 
house  brokers.  Air  and  ship  charterers.  Packing  and  warehousing. 
Insurance. 

(See  our  advertisement  on  page  24) 


D S M Calgary  Industries 

7915-46  St.  S.E. 

Calgary,  AB  T2C2Y6 
Phone:  (403)236-7370 
Fax:  (403)279-2241 

Contacts:  John  Daum,  Exec.Off. 

Products/Services:  Precision  machining;  oil  related  equipment;  metal 
fabricated  products. 

Ducharme  Oilfield  Rentals  Ltd. 

920,  707  - 7 Ave.  S.W. 

Calgary,  AB  T2P  0Z2 
Phone:  (403)266-4703 
Fax:  (403)265-5393 

Contacts:  Troy  Ducharme,  Pres. 

Derek  Suttie,  SIs.Mgr. 

Products/Services:  Wellsite  accommodation,  downhole  drilling  tools, 
downhole  mud  motors,  premix  tanks,  power  swivels.  Wellsite  trailers; 
drilling  jars;  shock  tools;  stabilization;  reamers;  downhole  PDM  mud 
motors;  spiral  wate  drill  collars  and  14"  drill  collars. 

Duke  Well  Servicing  Ltd. 

14,7875-48  Ave. 

Red  Deer,  AB  T4P2K1 
Phone:  (403)342-6055 
Contacts:  Phil  Goruk,  Pres. 

Bert  Herman,  Mgr. 

Products/Services:  Oil  and  gas  well  servicing.  Service  rigs;  oil  and  gas 
well  workovers;  completions. 

Durex  Steel  & Alloy  Ind.  Ltd. 

3912-69  Ave. 

Edmonton,  AB  T6B2V2 
Phone:  (403)465-9834 
Fax:  (403)469-0586 

Contacts:  John  Berge,  Exec.Off. 

Gerry  Brown,  Export  Mgr. 

Products/Services:  Custom  metal  fabrication;  generator  buildings;  dog 
houses;  steel  mast  panelling;  substruction  panelling;  clutch  and  brake 
drum  liners;  mud  tanks;  custom  shearing;  forming  and  rolling;  steel  bins 
and  hoppers;  tanks;  oilfield  equipment  and  accessories;  air  pollution 
equipment;  stainless  steel  and  aluminum  fabrication. 


Dycor  Industrial  Research  Ltd. 

130,  17303-102  Ave. 

Edmonton,  AB  T5S  1 J8 
Phone:  (403)486-0091 
Fax:  (403)486-3535 

Contacts:  Mark  Marsden,  Mktg. Mgr. 

Hank  Mottl,  SIs.Mgr. 

Products/Services:  Sensors,  data  acquisition  and  control,  consulting 
services.  DH  Instruments;  Endevco;  General  Eastern;  Massa; 
Polysonics;  Validyne;  Viatron;  Quartztronics;  PSI  Tronix;  Metrabyte, 
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WORLDWIDE  NETWORK  OF  AGENTS 
TO  OFFER  YOU  A 

"TOTAL  TRANSPORTATION  SERVICE" 
DOOR  TO  DOOR. 


HEAD  OFFICE 

#1, 1245  - 34TH  AVENUE  N.E. 

CALGARY,  ALBERTA,  CANADA 

T2E6N4 

TELEPHONE:  (403)  250-5822 
TELEX:  03-821064 
FAX:  (403)  291-2711 
CANADIAN  TOLL  FREE 
1-800-661-6168 


OTTAWA  AIR  CARGO  CENTRE 
SUITE  ONE,  LOWER  LEVEL 
140  THAD  JOHNSON  ROAD 
GLOUCESTER,  ONTARIO 
K1V0R4 

TELEPHONE:  (613)  739-4363 
FAX:  (613)739-0213 


JOINT  VENTURE 

NEWFOUNDLAND  INTERNATIONAL 
FORWARDING  INC. 

SITE  70,  BOX  34,  S.S.  #3 
TORBAY,  NEWFOUNDLAND, 
CANADA 
A1C5H4 

TELEPHONE:  (709)  576-2237 
FAX:  (709)576-0337 


DRUMMOND  TRANSPORTATION  SERVICES  LTD.  is  a wholly 
owned  and  operated  Alberta  company. 

The  transportation  division  of  the  company  is  fully  versed  in  the 
fields  of  ocean  freight  forwarding,  air  freight  forwarding,  freight 
bookings,  freight  rates,  marine  insurance  and  expedite  service. 

The  trade  fair  division  of  the  company  is  versed  in  fairs  worldwide 
and  can  offer  the  exhibitor  a complete  transportation  service  for  all 
of  its  exhibition  needs. 

To  complement  these  divisions  of  our  company,  we  are  in  a position 
to  offer  the  importing  community  the  services  of  our  customs 
brokerage  division,  which  is  fully  conversant  with  all  phases  of 
Canadian  customs  procedures. 

By  having  the  three  divisions,  we  are  able  to  offer  you  a ’’ONE 
SHIPMENT  - ONE  INVOICE"  concept  for  your  needs. 


INTERNATIONAL  TRADE  FAIRS 

We  at  DRUMMOND  TRANSPORTATION  SERVICES  LTD.  are  trade 
fair  specialists  and  as  such  can  provide  the  following  services. 

FREIGHT  MOVEMENTS  WORLDWIDE 

CANADIAN  OR  FOREIGN  CUSTOMS  CLEARANCES 

PACKING  SERVICES 

DRAYAGE  AT  SHOW  SITE 

EXHIBIT  INSTALLATION  AND  DISMANTLING 

EXPORT  AND  IMPORT  DOCUMENTATION 

INSURANCE 


AIRFREIGHT 

• AIR  CARGO  SERVICES  WORLDWIDE 

• AIR  CARGO  - IMPORT  AND  EXPORT 
WORLDWIDE 

• AIR  CARGO  CONSOLIDATION 

• DOCUMENTATION 

• INSURANCE 

• PACKING 

• AIRLINE  BOOKINGS  AND  CHARTERS 

• 24  HOUR  DOOR  TO  DOOR  DOCUMENT 
SERVICE 

• IATA  CERTIFIED  DANGEROUS  GOODS 
SPECIALISTS 


CUSTOMS  HOUSE  BROKERS 

• CUSTOMS  CLEARANCES  CANADA 
WIDE 

• CONSUMPTION  ENTRIES 

• TEMPORARY  ENTRIES 

• SMALL  PACKAGE  CLEARANCES 

• DRAWBACKS  AND  REFUNDS 

• REMISSION  ORDERS 

• TARIFF  AND  TAXATION  RULINGS 

• CONSULTATON  FOR  HARMONIZED 
TARIFF  AND  CANADA/U.S.  FREE 
TRADE  AGREEMENT 

• COMPLETE  COMPUTERIZED  SYSTEMS 


SURFACE  FREIGHT 

• TRUCK  MOVEMENTS  TO  AND  FROM 
THE  U.S.A. 

• SEA  FREIGHT  - IMPORT  AND  EXPORT 

• SEA  FREIGHT  CONSOLIDATIONS 

• DOCUMENTATION 

• MARINE  CARGO  INSURANCE 

• PACKING 

•STEAMSHIP  CHARTERS 

• SPECIALISTS  IN  THE  MOVEMENT  OF 
ALL  COMMODITIES 
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Eastman  Christensen 

1102,  333-7  Ave.  S.W. 

Calgary,  AB  T2P  2Z1 

Phone:  (403)264-7222 

Fax:  (403)  263-2662 

Contacts:  Norman  Profopchuk,  Sis. Mgr. 

David  Poirier,  Dist.Mgr. 

Products/Services:  Directional/horizontal  drilling;  survey/measurement 
while  drilling;  coring/diamond  drill  bit  applications.  Horizontal  motors; 
retrievable  M.W.D.;  survey  tools;  diamond,  P.D.C.  drill  bits,  core  bits; 
core  barrels. 


Economy  Carriers  Limited 

4086  Ogden  Road  S.E. 

Calgary,  AB  T2G  4P7 
Phone;  (403)264-1140 
Fax:  (403)  264-7887 

Contacts:  Phil  Roberts,  Co-ord.Trans.Ser. 

Ron  Lawrie,  Terminal  Supvr. 

Products/Services:  Specialists  in  liquid  bulk  transportation,  vacuum 
truck  services,  hazardous  waste  handling,  emergency  response  services, 
intermodal  services.  Petroleum  tanks  (refined);  LPG/NH3;  chemicals; 
crude/condensate;  sulphur;  vacuum  trucks;  hazardous  waste  (bulk  and 
packaged);  portable  pumping  units;  rail  siding  with  storage  and  intermodal 
handling  facilities. 


Edmonton  Economic  Development  Authority 

9797  Jasper  Ave. 

Edmonton,  AB  T5J  1N9 
Phone:  (403)424-7870 
Fax:  (403)  426-0533 

Contacts:  Douglas  M.  Clement,  Pres. 

Products/Services:  Economic  development. 


Edmonton  Tube  Sales  Ltd. 

8835  - 50  Ave. 

Edmonton,  AB  T6E  5H4 
Phone:  (403)468-5656 
Fax:  (403)  469-3651 

Contacts:  Alfred  Hansen,  Pres. 

Alex  Wasylyshyn,  Sis. Mgr. 
Products/Services:  Steel  service  center  - tubing. 


Eljay  Gold  Bar  Diesel  & Machine 
Works  Inc. 

5325  - 93  St. 

Edmonton,  AB  T6E  5R4 
Phone:  (403)434-7468 
Fax:  (403)  437-4300 

Contacts:  Leonard  J.  Holt,  Gen. Mgr. 

David  Gray,  Plant  Mgr. 

Products/Services:  Complete  parts,  sales,  service  for  Detroil  diesel, 
Cummins  diesel,  Allison  transmission  and  torque  convertors.  Complete 
automotive  type,  heavy  duty  machine  shop. 

Elm  Oilpatch  Rentals  Ltd. 

Box  600 

Valleyview,  AB  T0H  3N0 
Phone:  (403)524-3770 
Fax:  (403)  524-4287 

Contacts:  Dale  Whittaker,  Pres. 

Bruce  Leslie,  Gen. Mgr. 


Products/Services:  Oilfield  equipment  rentals  and  hauling.  General 
oilfield  rentals;  400bbl.  tanks;  remote  sump  tanks;  test  separators;  flare 
stacks;  gas  boots;  epoxy  lined  sloped  and  sump  bottoms  and  sour 
service  tanks;  general  oilfield  trucking;  pickers  to  1 9 tons;  bed  trucks;  hi 
boy  and  low  boys;  KCL  sales;  new  and  used  oilfield  equipment. 

E L P Products  Ltd. 

2828  - 54  Ave.  S.E. 

Calgary,  AB  T2C  0A7 

Phone:  (403)279-2407 

Fax:  (403)236-7919 

Contacts:  B.C.  Ronellenfitch,  Exec.Off. 

Products/Services:  Hydrocyclone  cleaning  systems  - pulp  and  paper; 
replacement  hydrocyclones  - pulp  and  paper  mill;  tracked  vehicle 
sprockets;  oilfield  hydrocyclones  - desilters;  miscellaneous  products  for 
potash  mines;  miscellaneous  products  for  steel  mills;  general  industrial 
polyurethane  products. 


Emerald  Oilfield  Construction  Ltd. 

8712-61  Ave. 

Edmonton,  AB  T6E  5P6 
Phone:  (403)465-0901 
Fax:  (403)  469-3567 

Contacts:  John  Nielsen,  Pres. 

Ron  Laing,  Vice-Pres. 

Products/Services:  Compressor  stations  (civil  and  mechanical);  Dehy 
installations;  water  treatment  plants;  battery  installation;  shop  fabrication; 
oilfield  hauling. 


Emissions  Plus  Inc. 

Box  71051 , Silver  Springs  P.O. 

Calgary,  AB  T3B  5K2 
Phone:  (403)288-2098 
Fax:  (403)  286-7675 

Contacts:  Bo  L.  Mikkelsen,  Pres. 

Products/Services:  Gas  engine  exhaust  emission  controls.  Patented 
process  for  reduction  of  exhaust  NO  and  CO.  Prestratified  charge 
(PSCR)  emission  control  system. 


Endless  Tubing  Services  Ltd. 

Box  371 

Medicine  Hat,  AB  T1A7G1 
Phone:  (403)  526-9355 
Fax:  (403)  528-3088 

Contacts:  Bruce  Fischer,  Optns.Mgr. 

Sherry  Fischer,  Gen. Mgr. 

Products/Services:  Service  oil  and  gas  wells  with  compressed  air 
through  endless  tubing.  Includes  fracs,  production  clean  outs, 
abandonments,  bridge  plug  pulls.  Four  endless  tubing  units  complete 
with  Gardner  Denver  compressors;  pumping  unit  completely  equipped 
to  perform  abandonments. 


Energlo  Diesel  Heaters  Ltd. 

5625  - 97  St. 

Edmonton,  AB  T6E  3H9 
Phone:  (403)435-7540 
Fax:  (403)  437-5690 

Contacts:  Al  Stillwell,  Pres. 

Daryl  Stillwell,  Installer. 

Products/Services:  Sales  and  service.  Webasto  diesel  heaters 
(equipment);  Herman  Nelson  construction  heaters;  jet  air  ride 
suspension  (motor  homes). 


Edition 


-25- 


Alberta  Petroleum  Equipment  & Services  Directory 


The  Southam  Energy  Group’s  & 

CnCRGV  AfMHfCTS  f 

. . . provides  comprehensive  weekly  information  on  all  Canadian  energy  markets. 

As  Canada’s  Leading  energy  market  newsletter,  Energy  Analects  features  market  forecasts,  regulatory 
information,  energy  news  analysis,  special  reports,  new  project  coverage,  market  statistics  --  and  more! 
Oil,  natural  gas,  refined  fuels,  electricity,  petrochemicals,  coal  --  they’re  all  covered. 


For  more  information  contact: 

The  Southam  Energy  Group  300, 999-  8 Street  SW,  Calgary,  AB  T2R  1N7  Ph.  (403)  244-6111.  Fax:  (403)  245-8666. 


Energy  Analects 

300,  999  - 8 St.  S.W. 

Calgary,  AB  T2R1N7 
Phone:  (403)244-6111 
Fax:  (403)  245-8666 

Contacts:  Dale  Lunan,  Editor. 

Kay  Isaac,  Bus. Mgr. 

Products/Services:  Specialized  weekly  newsletter  covering  Canadian 
energy  markets,  including  those  for  crude  oil,  natural  gas,  electricity, 
petrolem  products,  natural  gas  liquids,  coal,  nuclear  power,  uranium 
and  petrochemicals.  Includes  news,  analysis,  statistics  and  conference 
listings  related  to  subjects  such  as  energy  regulation,  pricing,  policy, 
market  development,  finance,  exports  and  other  issues  related  to  energy. 

Energy  in  Canada 

300,  999  - 8 St.  S.W. 

Calgary,  AB  T2R1N7 
Phone:  (403)244-6111 
Fax:  (403)  245-8666 

Contacts:  Doreen  McArthur,  Publisher. 

Brenda  Wiebe,  Editorial  Asst. 

Products/Services:  This  biennial  publication  reviews  historical  data 
plus  the  current  state  and  future  of  oil,  natural  gas,  petroleum  products, 
petrochemical,  electricity,  coal,  uranium  and  alternate  fuels.  Prices, 
supply  and  demand,  mergers  and  acquisitions,  government  regulations 
are  covered  in  this  definitive  Canadian  energy  reference  book. 

Energy  Industries  Ltd. 

4303-  11  St.  N.E. 

Calgary,  AB  T2E  6K4 
Phone:  (403)250-9415 
Fax:  (403)250-1339 

Contacts:  Ron  Delisle,  Sis. Mgr. 

Emery  Sprowken,  Sis. Eng. 

Products/Services:  Design  and  manufacturing  of  reciprocating  natural 
gas  compression  equipment,  lOOhp  to  5000hp.  Energy  Industries 
compressors;  Gemini  engines  and  compressors;  Waukesha  and 
Caterpillar  natural  gas  engines. 


Enertec  Geophysical  Services  Ltd. 

3024  - 49  Ave.  S.E. 

Calgary,  AB  T2B  2X4 
Phone:  (403)569-9222 
Fax:  (403)  569-0829 

Contacts:  Murray  A.  Olson,  Pres. 

C.  David  Willis,  Vice-Pres. 


Products/Services:  Contract  geophysical  services  (seismic);  3-D 
seismic  programmes  from  modelling,  acquisition  and  processing;  V.S.P.; 
vibroseis  - wheels,  buggies,  trackmounts;  dynamite  - wheels,  buggies, 
trackmounts;  heliportable  - MDS  telemetry  system;  3-D  systems:  MDS 
15B  - 480  channels,  MDS  18  - 1024  channels  (telemetry). 

Ener-West  Oil  & Gas  Services  Show 

4900  Delburne  Rd. 

Box  176 

Red  Deer,  AB  T4N  5E8 
Phone:  (403)  343-7800 
Fax:  (403)341-4699 

Contacts:  Diane  Holowath,  Asst.Event  Co-ord. 

Pat  Kennedy,  Event  Co-ord. 

Products/Services:  Energy  service  trade  show  to  be  held  every 
second  year  at  Westerner  Park  in  Red  Deer,  Alberta,  May  11  -13,1 993. 
Show  is  produced  by  the  Red  Deer  Oilfield  Technical  Society  in 
conjunction  with  the  Westerner  Exposition  Association.  Components 
and  equipment  for  service  to  the  oil  and  gas  related  industries. 

ENSCO  Canada  Inc. 

1104,  324-8  Ave.  S.W. 

Calgary,  AB  T2P  2Z2 
Phone:  (403)237-5505 
Fax:  (403)  269-5966 

Contacts:  Barry  Crockett,  Gen. Mgr. 

John  Stymiest,  Optns.Supvr. 

Products/Services:  Directional/horizontal  drilling  services.  Downhole 
motors;  MWD;  stabilization;  steering  tools/wet  connect;  supervision. 

EnServ  Corporation 

1300,  736-6  Ave.  S.W. 

Calgary,  AB  T2P  3T7 

Phone:  (403)237-7660 

Fax:  (403)  266-0885 

Contacts:  R.T.  Swinton,  Pres.  & CEO. 

D.G.  McLean,  Vice-Pres. Fin.  & CFO. 
Products/Services:  Contract  drilling,  well  servicing,  snubbing, 
compression  sales  and  rentals,  oilfield  equipment  rentals  (production 
tanks,  pumpjacks,  line  heaters,  treaters,  Vapor  Tight  Battery  Systems, 
etc),  oilfield  transportation  (general  oilfield  hauling). 

Enviro  Desorption  Inc. 

104,  6815 -8  St.  N.E. 

Calgary,  AB  T2E  7H7 
Phone:  (403)295-6320 
Fax:  (403)  295-0732 
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Contacts:  D.  Ross  Charlesworth,  Vice-Pres. 

Nickolas  Vandenassem,  Mgr.Bus.Dev. 
Products/Services:  Purification  and  recycling  of  soils  and  sludge 
contaminated  with  petroleum  hydrocarbons  using  high  capacity  mobile 
thermal  desorption  plant. 

EnviroLine 

3010,  255-5  Ave.  S.W. 

Calgary,  AB  T2P  3G6 
Phone:  (403)263-3272 
Fax:  (403)  263-3280 

Contacts:  Nicola  Ross,  Editor  & Publ. 

Products/Services:  Newsletter  covering  environmental  news  of  interest 
to  western  Canada’s  resource-based  industries.  Includes  information 
regarding  new  environmental  legislation,  government  policy  and 
environmental  management  of  interest  to  environmental  professionals 
in  industry,  government,  the  supply  and  service  sector  and  law. 
EnviroLine,  a business  publication  for  the  environmental  industry. 


Environmental  Waste  Management  Ltd. 

5366  - 55  St.  S.E. 

Calgary,  AB  T2C  3G9 
Phone:  (403)236-1988 
Fax:  (403)279-1750 

Contacts:  Jim  Kearns,  Gen. Mgr. 

Collin  Heath,  Proj.Mgr. 

Products/Services:  Professional  waste  management  services  including 
on-site  services  (including  emergency),  transportation  by  government 
approved  subsidiary  company,  consultation  for  most  cost-effective 
disposal  options  and  exclusive  Filtainer  system  for  the  management  of 
oilfield  waste  filters. 


Environmental  Technologies  Inc. 

12,  1235-64  Ave.  S.E. 

Calgary,  AB  T2H  2J7 
Phone:  (403)253-1616 
Fax:  (403)252-1136 

Contacts:  R.J.  Collens,  Exec. Off. 

Alan  Pippard,  Export  Mgr. 

Products/Services:  Scrubbing  machine;  scrubber,  gas;  oilfield 
equipment;  sewage  treatment  systems. 


Enviro-Tec  Inc. 

Box  30 

Linden,  AB  TOM  1 JO 
Phone:  (403)546-3995 
Fax:  (403)  546-3807 

Contacts:  Larry  Lefebvre,  Gen. Mgr. 

Christopher  Harper,  Cons. 

Products/Services:  Suppliers  of  secondary  containment  systems 
(storage  facilities  and  ULC  listed  above  ground  vaulted  tanks)  for  the 
storage  of  dangerous  goods.  In  accordance  to  the  Canadian  fire 
code(s),  hazardous  chemicals  act  and  regulations  and  good  engineering 
practice. 


Envirotech  Nisku  Inc. 

3,  703-  11  Ave. 

Box  606 

Nisku,  AB  T0C2G0 
Phone:  (403)955-8897 
Fax:  (403)  955-8898 

Contacts:  L.G.  (Len)  Brown,  Pres. 


Products/Services:  Sales  of  3M  oil  and  chemical  sorbents,  containment 
barriers,  skimmers,  pumps,  etc.  Fabrication  of  oil  spill  response  units 
and  accessory  equipment.  Consultation,  training  and  evaluation  services 
re  clean-up  and  reclamation,  contingency  planning,  etc.  3M  oil  and 
chemical  sorbent  pads,  rolls,  booms,  sheets;  spill  response  kits; 
skimmers;  containment  booms;  portable  tanks;  accessories  for  use  with 
above  products. 


E & R Machine  & Seismic  Service  Ltd. 

Box  56 

Rimbey,  AB  TOC  2J0 

Phone:  (403)843-2070 

Fax:  (403)  843-2621 

Contacts:  Rod  Schaff,  Exec.Off. 

Products/Services:  Seismic  rigs;  oilfield  equipment. 


Erichsen,  A GH  Bettis  Company 

620,  400  - 5 Ave.  S.W. 

Calgary,  AB  T2P  0L6 

Phone:  (403)266-1422 

Fax:  (403)266-1602 

Contacts:  George  Chandler,  Vice-Pres. Sis. 

Art  Lauder,  Pres. 

Products/Services:  Manufacturer.  Valve  operators,  1 /4  turn  and  linear; 
gas/hydraulic,  pneumatic,  hydraulic  and  electro  hydraulic;  line  break 
detection  systems;  multiport  manual  and  automatic  selector  valves; 
pressure  pilot  switches. 


ESS-ELL  Tool  Co.  Ltd. 

4,  4312  Ogden  Road  S.E. 

Calgary,  AB  T2G  4V3 
Phone:  (403)265-5404 
Fax:  (403)  233-0261 

Contacts:  Rick  Luchak,  Vice-Pres. 

Stan  Luchak,  Pres. 

Products/Services:  Design,  manufacture,  and  supply  a full  line  of 
subsurface  flow  control  tools.  Consulting  service  to  design  and  conduct 
slickline  operations.  Pressure  drop  analysis  using  computerized  well 
systems  analysis  techniques.  Landing  nipples;  sliding  sleeves;  blanking 
plugs;  bottom  hole  chokes;  flapper  valves;  bottom  hole  check  valves; 
manipulation  tools. 


Exploration  Rock  Bits  Inc. 

5634-  103A  St. 

Edmonton,  AB  T6H  2J5 
Phone:  (403)435-9000 
Fax:  (403)  436-0334 

Contacts:  Brad  Courtney,  Pres. 

Dean  Rebryna,  Sis. Mgr. 

Products/Services:  Shipping  bits  worldwide;  Smith  workover  and 
completion  bits;  sale  of  surface  bits  - retipped  and  retipping;  rerun 
Tungsten  Carbide  bits;  rebuilding  hole  openers;  redressing  economills; 
expediting.  Rock  bits;  bit  subs;  Portadrill  rotary  rigs;  Calweld  tunnelling 
and  boring  equipment;  cable  tool  bits;  Cummins  “Valueline”  rock  bits. 


External  Trade  Consultants  Inc. 

24  Spruce  Crescent 
St.  Albert,  AB  T8N  0H6 
Phone:  (403)459-7364 
Fax:  (403)458-1342 

Contacts:  James  Perret,  Pres. 

Gary  Tarrant,  Mktg.Dir. 
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Products/Services:  Assisting  companies  in  participation  in  international 
trade  shows  by  organizing  group  stands  or  national  stands  at  major 
international  shows. 


EXTEX,  A Full  Services 
Consulting  Network 

40  Bermondsey  Cres.  N.W. 

Calgary,  AB  T3K1W2 
Phone:  (403)275-3235 
Fax:  (403)  275-3238 

Contacts:  Grant  S.  Blakely,  Pres. 

Products/Services:  Resource  property  management;  oil  and  gas 
production  project  management;  drilling;  completions;  workovers; 
facilities;  pipelines;  materials  and  contracts  management;  environmental 
project  management.  Microbiological  well  enhancements;  environmental 
storage  products;  site  remediation  brokering  for  products  and  services. 


F.A.C.T.S.  Oil  Tools  Ltd. 

930,  910-7  Ave.  S.W. 

Calgary,  AB  T2P  3N8 
Phone:  (403)261-9737 
Fax:  (403)  262-4076 

Contacts:  Baine  Doupe,  Pres. 

Dale  Hughes,  Mktg.Mgr. 

Products/Services:  F.A.C.T.S.  Oil  Tools  Ltd.  provides  downhole 
completion,  production,  service  and  workover  equipment.  Retrievable 
packers;  seal  bore  packers;  tubing  anchors;  cement  retainers;  permanent 
bridge  plugs;  retrievable  bridge  plugs;  straddle  packers;  accessories; 
plunger  lift  equipment;  gas  lift  equipment. 

Falcon  Machining  Ltd. 

8814-51  Ave. 

Edmonton,  AB  T6E  5E8 
Phone:  (403)469-5392 
Contacts:  J.  Orel,  Exec.Off. 

Products/Services:  Heavy  industrial  manufacturing  and  repairs. 


Far  North  Rental  Services  Ltd. 

4627-  12  St.  N.E. 

Calgary,  AB  T2E  4R3 
Phone:  (403)291-3084 
Fax:  (403)291-9896 

Contacts:  J.  Crooks,  Exec.Off. 

Products/Services:  Downhole  drilling  tools;  stabilizers;  reamers;  key 
seat  wipers. 


Farmstead  Builders  (Olds)  Ltd. 

Box  1993 

Old,  AB  TOM  1P0 
Phone:  (403)556-6065 
Contacts:  Jack  Irving,  Const.Mgr. 

Products/Services:  Supply,  erection  of  chain  link  fencing. 


Farr  Canada  Ltd. 

14820-  112  Ave. 

Edmonton,  AB  T5M  2V2 
Phone:  (403)453-3277 
Fax:  (403)  455-2432 

Contacts:  T.D.  (Terry)  McCoy,  Pres. 
K.  Harrod,  Admin. Mgr. 


Products/Services:  Market  and  manufacture  hydraulic  power  tongs 
and  related  oilfield  equipment.  Hydraulic  power  tongs;  power  units 
(electric  and  diesel);  Kelly  spinners;  computer  analyzed  torque  turn 
systems;  urethane  thread  protectors. 


Fasco  Rentals  Ltd. 

4915-101  Ave. 

Edmonton,  AB  T6A  0L6 
Phone:  (403)465-5151 
Fax:  (403)469-6915 

Contacts:  Jim  Fitzgerald,  Pres. 

Pat  Ross,  Gen.Mgr.Vice-Pres. 

Products/Services:  Rental  and  sales  company  supplying  commercial/ 
industrial  equipment  and  maintenance.  We  offer  24-hour  emergency 
service. 


Field  Title  Service 

500,  255  - 5 Ave.  S.W. 

Calgary,  AB  T2P  3G6 
Phone:  (403)263-3750 
Fax:  (403)  262-6067 

Contacts:  A.J.  (Tony)  Murphy,  Pres. 

Barry  G.  Newart,  Mktg.Rep. 

Products/Services:  Complete  and  authoritative  source  of  current  land 
and  well  map  data  for  the  entire  Canadian  sedimentary  area.  Monthly 
contracts  available,  custom  computer  generated  maps,  reports,  searches 
and  plats.  Land  and  well  map  atlases;  individual  township  plats;  map 
gallery;  freehold  mineral  titles;  and  digital  database  of  all  crown, 
freehold  lands  available  on-line  or  on  magnetic  tape. 

Fieldco  Manufacturing  (1975)  Ltd. 

8542  - 42  St. 

Edmonton,  AB  T6B  2N4 
Phone:  (403)  465-0565 
Contacts:  Neil  Lepps,  Exec.Off. 

Products/Services:  Oilfield  equipment;  gas  equipment. 


Filtration  Services  Inc. 

4758-  14  St.  N.E. 

Calgary,  AB  T2E  6L7 
Phone:  (403)291-5660 
Fax:  (403)291-2077 

Contacts:  Richard  I.  Ball,  Pres. 

Brenda  E.  Smith,  Off.Mgr. 

Products/Services:  Complete  line  of  filtration  rental  equipment,  design 
and  fabricate  complete  filtration  systems  for  water  disposal,  plant  amine 
and  glycol  systems.  Geological  cuttings  washers;  high  shear,  low 
pressure  jet  shearblenders.  Manufacturers  representative  forautomatic 
backflush  filter  units,  hydrocyclone  units,  large  volume  bag  filters. 


Finex  Leasing  Corporation  Ltd. 

2900,  300  - 5 Ave.  S.W. 

Calgary,  AB  T2P  3C4 

Phone:  (403)234-9132 

Fax:  (403)234-9132 

Contacts:  Craig  Hauer,  Exec.Vice-Pres. 

Randy  Smyth,  Mgr.Equip. Leasing. 

Products/Services:  Leasing  and  traditional  financing  alternatives  for 
the  oil  and  gas  industry.  Energy  financing  specialists  - gas  gathering, 
compression  and  sales  facilities,  oilfield  equipment,  and  gas  compressor 
rental  fleets.  Project  financing;  sale  and  lease  back;  operating  leases; 
rental  conversions;  100%  financing;  fixed  or  floating  rates. 
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Fleming  Cats  (1986)  Ltd. 

Box  1320 

Lac  La  Biche,  AB  TOA  2C0 
Phone:  (403)  623-4701 
Fax:  (403)  623-3230 

Contacts:  Howard  Fleming,  Gen. Mgr. 

Lloyd  Fleming,  Pres. 

Products/Services:  Lease  preparation  and  clean  up;  seismic  line 
cutting;  road  building;  right  of  way  clearing;  crawler  tractors  D-8k,  D- 
7G’s,  D-7H(LGP),  D-6D’s,  D-6D(LGP’s),  D-SH(LGP’s);  140G  and  14G 
graders;  tracked  hoe  and  all  related  attachments. 

Flo-Crest  Equipment  Alberta  Ltd. 

F,  2916-  19  St.  N.E. 

Calgary,  AB  T2E  6Y9 
Phone:  (403)250-3376 
Fax:  (403)291-3992 

Contacts:  Percy  Harvey,  Gen. Mgr. 

Dave  Schroeter,  Tech. Sis. Rep. 

Products/Services:  Wholesaler  of  valves  and  mechanical  engineered 
equipment. 

Flo-Skid  Manufacturing  Inc. 

6725  - 86  Ave.  S.E. 

Box  31,  Site  1,  R.R.  5 

Calgary,  AB  T2P  2G6 

Phone:  (403)279-6602 

Fax:  (403)  236-4201 

Contacts:  Harry  Saldanha,  Exec.Off. 

Products/Services:  Well  test  separators  (skidded);  meter  and  test 
collection  units;  flare  stacks;  pressure  vessels;  pumps;  valves;  line 
heaters;  refrigeration  packages;  dehydration  packages;  compressor 
packages. 

Fluid  Lift  Systems  Inc. 

285  Acadia  Dr.  S.E. 

Calgary,  AB  T2J  0A6 
Phone:  (403)255-3328 
Fax:  (403)  255-4934 

Contacts:  George  M.  Scott,  Pres. 

R.  Lyall  Tegart,  Vice-Pres. 

Products/Services:  Design  and  installation  of  plunger  lift  systems. 
Flexible  rental/purchase  arrangements  available.  Electronic  controllers 
(explosion  proof,  self  adjusting  etc.);  lubricators;  plungers. 

Fluor  Daniel  Canada,  Inc. 

10101  Southport  Rd.  S.W. 

Box  8799,  Stn.  F 
Calgary,  AB  T2W3N2 
Phone:  (403)259-1110 
Fax:  (403)259-1224 

Contacts:  K.  (Keith)  L.  McCrae,  Vice- P res. Mktg.&  Reg. Dev. 

R.  (Bob)  S.  McLeod,  Vice-Pres.Proj.Mgmt. 
Products/Services:  Fluor  Daniel  Canada  is  an  engineering, 
procurement,  construction  and  maintenance  company,  providing  quality 
services  in  the  following  business  sectors:  hydrocarbon,  industrial, 
process,  power  and  government.  Feasibility  studies;  conceptual  design; 
project  management;  engineering;  construction;  construction 
management;  maintenance;  procurement;  technical  services  and  plant 
operations. 

Foothill  Steel  Foundry  Ltd. 

6711  Fairmount  Drive  S.E. 

Calgary,  AB  T2H  0X6 
Phone:  (403)255-0125 


Fax:  (403)  252-8994 

Contacts:  D.F.  Irving,  Exec.Off. 

Kelly  D.  Irving,  Export  Mgr. 

Products/Services:  Steel  castings;  wear  parts  (mining,  oil  and  gas, 
lumbering);  crusher  parts;  pump  bodies;  valve  bodies;  wire  rope  fittings; 
components  for  machinery;  woodland  log  handling  equipment;  service 
industrial  equipment  parts. 

Foothills  Industrial  Products 
(1988)  Ltd. 

15,  6143 -4  St.  S.E. 

Calgary,  AB  T2H  2H9 
Phone:  (403)255-3250 
Fax:  (403)  252-7932 

Contacts:  Frank  M.  Sparks,  Pres. 

Donald  J.  Telfer,  Mgr.Mktg.SIs. 

Products/Services:  Products  for  the  measurement  and  control  of 
gases  and  liquids.  Flow  correctors;  gas  samplers;  data  collection; 
moisture  analyzers;  heating  valves;  gravitometers;  lube  sealants; 
recorders;  gas  detectors;  chart  drives  and  changers. 


Forest  Lease 

6,  53016  Hwy. 

Acheson  Industrial  Park 
Spruce  Grove,  AB  T7X  3G7 
Phone:  (403)962-8061 
Fax:  (403)  962-8063 

Contacts:  Wally  King,  Pres. 

Lindsey  Redden,  Contr. 

Products/Services:  Sales,  rentals.  Parts  and  service  of  off-road 
equipment.  Design  and  manufacturing  of  specialized  attachments. 
Import/export,  assembly  and  packaging  of  equipment.  Tractors; 
excavators;  skidders;  forwarders;  brush  cutters  seeders;  discs;  fire 
pumps.  Custom  and  specialized  attachments. 


Fouts  Machine  & Mfg. 

Box  3257 

Sherwood  Park,  AB  T8A  2A7 
Phone:  (403)467-3705 
Contacts:  Roy  M.  Fouts,  Exec.Off. 
Products/Services:  Oilfield  parts;  jigs  and  fixtures. 


Framar  Limited 

1,  10032-29A  Ave. 

Edmonton,  AB  T6N  1A8 
Phone:  (403)463-5952 
Contacts:  Frank  Lee,  Pres. 

Art  Woidak,  SIs.Mgr. 

Products/Services:  Oilfield  sales,  services  and  rentals  to  the  drilling 
industry.  Baker  Hughes;  Galigher  and  Vanton  pumps;  Brandt  solids 
control  products;  Bird  centrifuges;  Stewart  & Stevenson  accumulators; 
Griffith  kelly  and  safety  valves  ; specialized  fabrication  work. 

Francis,  Williams  & Johnson  Ltd. 

5 FI.,  635-6  Ave.  S.W. 

Calgary,  AB  T2P  0T5 

Phone:  (403)266-7061 

Fax:  (403)  269-4022 

Contacts:  Brad  Stevens,  Vice-Pres. Fin. 

Jared  Paisley,  Exec.Vice-Pres.Adv. 

Products/Services:  Advertising;  public  relations;  recruitment; 
environment  counsel. 
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Brent  Friedenberg  Associates  Ltd. 

750,  407  - 2 St.  S.W. 

Calgary,  AB  T2P  2Y3 
Phone:  (403)266-8870 
Fax:  (403)  262-5458 

Contacts:  Brent  Friedenberg,  Pres. 

Products/Services:  Consulting  economists  to  the  petroleum  industry 
and  publisher  of  Canadian  Natural  Gas  Focus. 


FT  A Systems  Ltd. 

19,  6025 - 12  St.  S.E. 

Calgary,  AB  T2H  2K1 
Phone:  (403)259-0087 
Fax:  (403)  259-8874 

Contacts:  Bob  Thomlinson,  Network  Tech. Group. 

Debra  Deane,  Bus. Sys. Group. 

Products/Services:  T urnkey  business  systems  and  software  for  service 
contractors  (drilling,  service  rigs,  seismic,  etc.).  Local  and  wide  area 
network  technologies,  gateways  and  bridges.  General  accounting  and 
distribution  software.  Nove  Netware  (gold  authorization);  AT&T  Unix 
and  LAN  manager;  TCP/IP  software  and  attachments;  SNA  gateways; 
Dell  computer  systems;  Varnet  integrated  financial  software. 


F T S Diamond  Machine  Works 

7,  3716  - 56  Ave.  S.E. 

Calgary,  AB  T2C  2B5 

Phone:  (403)279-8986 

Fax:  (403)  236-4560 

Contacts:  Nick  Tomljanovic,  Exec.Off. 

Products/Services:  General  and  custom  machining;  parts  pumps; 
parts  turbines;  parts  compressors;  general  welding. 

Fuller  Austin  Insulation  Inc. 

4020  - 1 1 A St.  S.E. 

Calgary,  AB  T2G  3H3 
Phone:  (403)243-6091 
Fax:  (403)  243-7723 

Contacts:  Dieter  Mohr,  Pres. 

Jim  Flower,  Vice-Pres. 

Products/Services:  Pipe  and  equipment  insulation  contracting;  asbestos 
abatement  services;  fireproofing  of  structural  steel  and  decks;  cladding 
of  industrial  buildings;  firestopping. 


Fuller  Bartells  Distribution 

4020-  1 1 A St.  S.E. 

Calgary,  AB  T2G  3H3 
Phone:  (403)243-6091 
Fax:  (403)  243-7723 

Contacts:  Merv  Tityk,  Vice-Pres. Sis. Mktg. 

Ron  Wawryn,  Sis. Rep. 

Products/Services:  Pipe  insulation  - calcium  silicate,  fiberglass,  cellular 
glass,  urethane,  mineral  wool,  foam  rubber,  polyethylene;  ceramic  fiber 
insulation  - refractory;  high  temperature  textiles,  ropes,  tapes,  cloth, 
tubing;  tank  insulation  firestopping  insulations;  aluminum  and  stainless 
steel  jacketing;  prefabricated  insulated  fitting  covers;  stainless  steel 
strapping  and  screws;  asbestos  abatement  supplies;  Tiger  Vacs. 

Fullkote  Pipeline  Services  Inc. 

101, 7477-49  Ave. 

Red  Deer,  AB  T4P1N1 
Phone:  (403)343-7677 
Fax:  (403)  347-6590 


Contacts:  John  Fuller,  Pres. 

Barry  Nichols,  Optns.Mgr. 

Products/Services:  Pipeline  cleaning  and  coating;  pipeline  dehydrating 
services;  inhibitor  batching  - pig  tracking;  custom  and  contract  pigging; 
inspection  services -testing.  Pipeline  pigs  and  accessories;  pig  launchers 
and  receivers;  inhibitor  products;  pig  signal  units  and  related  equipment. 


Galaxy  Oilfield  Service  Ltd. 

5704  - 92  St. 

Edmonton,  AB  T6E  4Y6 
Phone:  (403)437-3741 
Fax:  (403)  438-4481 

Contacts:  Pat  Zowtuck,  Pres. 

Vern  Russell,  Gen. Mgr. 

Products/Services:  Wellhead  manufacturer-  steam  specialties,  swivels, 
clamps,  etc.  Wellhead  equipment  - casing  heads,  slips,  tubing  heads, 
tubing  hangers,  tees,  crosses,  tree  top  adapters.  Drilling  specialties  - 
drilling  spools,  adapters  subs,  etc.  Steam  specialties  - misalignment 
swivels,  clamp  hubs,  stuffing  boxes. 


H.  Ganske  Welding  Ltd. 

5534  Ind.  Rd. 

Box  7297 

Drayton  Valley,  AB  TOE  0M0 

Phone:  (403)  542-5905 

Contacts:  Howard  H.  Ganske,  Exec.Off. 

Products/Services:  Pump  jacks;  pump  jack  shafts  and  parts. 


Garneau  Pipeline  International  Ltd. 

2003  - 5 St. 

Box  137 

Nisku,  AB  T0C2G0 

Phone:  (403)  955-2396 

Fax:  (403)955-7717 

Contacts:  Maurice  Garneau,  Exec.Off. 

Dwayne  Garneau,  Export  Mgr. 

Products/Services:  Pipeline  equipment;  line  travel  coating  equipment; 
coating  plant  equipment;  portable  tapers. 

Gas  & Oil  Accounting  Ltd. 

210,  840-6  Ave.  S.W. 

Calgary,  AB  T2P  3E5 
Phone:  (403)234-9202 
Fax:  (403)  265-3528 

Contacts:  Denyce  D.  Lundeen,  Pres. 

Gary  F.  Sauter,  Gas  Chart  Supvr. 

Products/Services:  Gas  chart  measurement  services  and  production 
and  revenue  accounting  for  B.C.,  Alberta,  Saskatchewan  and  Manitoba. 
Gas  charts;  gauge  pads. 

Gastech  Instruments  Canada  Ltd. 

1721  -27  Ave.  N.E. 

Calgary,  AB  T2E  7E1 

Phone:  (403)291-4700 

Fax:  (403)291-2092 

Contacts:  Janie  Berezay,  Mktg.Co-ord. 

Richard  Paquin,  Sis. Mgr. 

Products/Services:  Manufacturer  of  portable  and  fixed  gas  detection 
instruments  and  portable  calibration  equipment;  on-site  field  service; 
factory  repair  facility  in  Calgary,  Alberta.  Personal  hand  carried  gas 
detection  monitors;  portable  gas  detection  monitors;  fixed  (stationary) 
gas  detection  monitors;  portable  calibration  equipment. 
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G & B Rubber  Products  Ltd. 

Box  6215 

Wetaskiwin,  AB  T9A  2E9 
Phone:  (403)352-4015 
Fax:  (403)352-4015 

Contacts:  Darcy  Bailer,  Exec. Off. 
Products/Services:  Oilfield  equipment. 


Geco  Steel  Corporation  Ltd. 

3430-52  St.  S.E. 

Calgary,  AB  T2B1N2 
Phone:  (403)273-1090 
Fax:  (403)248-3319 

Contacts:  G.H.  Cook,  Exec.Off. 

Products/Services:  Oilfield  equipment,  masts,  substructures;  mud 
tanks;  comb,  buildings;  conveyors;  stackers;  tanks;  hoppers,  coal  bins, 
ore  bins;  aircooler  housings,  fan  casings;  structural  pipe  and  equipment 
modules;  structural  steel  stacks  and  incinerators;  prefabricated  steel 
and  aluminum;  beams;  channels;  angles. 


Gemini  Machines  Ltd. 

Box  335 

Nisku,  AB  T0C2G0 

Phone:  (403)  955-8848 

Fax:  (403)  955-3530 

Contacts:  Herb  Neitsch,  Exec.Off. 

Products/Services:  Customized  oilfield  equipment. 


Genesis  Personnel  Management  Ltd. 

301 , 520  - 5 Ave.  S.W. 

Calgary,  AB  T2P  3R7 
Phone:  (403)237-8622 
Fax:  (403)  233-7622 

Contacts:  Irish  Hines,  Pres. 

Vern  Casey,  Treas. 

Products/Services:  Placement  of  professionals  in  engineering, 
exploration,  finance,  accounting  and  information  systems. 

Geodesy  Remote  Sensing  Inc. 

820  McTavish  Rd.  N.E. 

Calgary,  AB  T2E  7G6 
Phone:  (403)291-9655 
Fax:  (403)  250-6590 

Contacts:  Patrick  Gropp,  Pres. 

Products/Services:  Aerial  photography  for  survey  and  mapping. 
Reproductions,  reprographics  and  microfilm.  Remote  sensing  - Geodesy 
provides  a number  of  airborne  scanners  for  oil,  oil  spill  detection  and 
mapping,  forest  fire  and  hot  spot  mapping. 


GeoGraphlx.  Inc. 

1500,  250-6  Ave.  S.W. 

Calgary,  AB  T2P  3H7 
Phone:  (403)233-0109 
Fax:  (403)264-1262 

Contacts:  Randall  J.  Snow,  Sis. Rep. 

Bonnie  O’Shea,  Tech.  Support. 

Products/Services:  The  GeoGraphix  Exploration  System  (GES) 
provides  an  integrated  mapping  environment.  Based  on  GIS  technology, 
the  application  provides  spatial  data  management/mapping.  Network 
compatible,  GES  links  discrete  geographic  locations  to  descriptive 
records.  Capabilities  include  interactive  contouring,  cross  sections, 
volumetric  estimation  and  map  digitizing. 


Geophysical  Research  Corporation  Ltd. 

1, 6325  - 11  St.  S.E. 

Calgary,  AB  T2H  2L6 
Phone:  (403)252-3222 
Fax:  (403)  253-8007 

Contacts:  Philip  L.  Boulware,  Mgr. 

Products/Services:  Manufacture  and  distribution  (sell,  lease,  rent)  of 
mechanical  and  electronic  surface  and  subsurface  pressure/temperature 
measurement  instrumentation  used  in  reservoir  evaluation.  Amerada0 
RPG-3  pressure  recorder;  downhole  electronic  memory  and  surface 
readout  recorders,  electronic  memory  well  head  and  downhole 
temperature  recorders,  electronic  memory  flowmeter,  chart  readers 
and  calibration  systems. 

GeoQuest  Systems,  Inc. 

1500,  250  - 6 Ave.  S.W. 

Calgary,  AB  T2P  3H7 

Phone:  (403)263-3030 

Fax:  (403)264-1262 

Contacts:  John  Dinning,  Mgr.Cdn.Optns. 

Berny  Rieckhoff,  Sr.Geoph. 

Products/Services:  GeoQuest  Systems  is  a supplier  of  interactive 
graphics  systems  for  petroleum  exploration  and  development.  The 
Interactive  Exploration  System  (IES)  uses  Sun  Microsystems  and 
Digital  Equipment  Corp.  DEC  stations;  Vax  and  MicroVax  computers  to 
provide  software  solution  for  2-D  and  3-D  seismic  interpretation,  seismic 
analysis,  geologic  interpretation,  geoseismic  modelling  and  mapping. 

Geo-X  Systems  Ltd. 

900,  425  - 1 St.  S.W. 

Calgary,  AB  T2P  3L8 
Phone:  (403)298-5600 
Fax:  (403)264-1057 

Contacts:  Gary  James,  Sis. Rep. 

Larry  Romanchuk,  Mktg.Mgr. 

Products/Services:  Seismic  data  processing.  ARAM  seismic  telemetric 
recording  system. 

G&  G Radiator  (1983)  Ltd. 

7716-67  St. 

Edmonton,  AB  T6B  2K4 
Phone:  (403)448-3600 
Fax:  (403)  463-8035 

Contacts:  Gerald  Vanberg,  Pres. 

Darren  Hanson,  Mgr. 

Products/Services:  Sales  and  service  of  industrial  and  automotive 
cooling  systems.  Complete  radiators;  oil  coolers;  heaters;  air  conditioners; 
condensers;  fans;  shutters;  radiator  cores;  after  coolers;  heat  exchangers. 

G1C  Structures  Inc. 

104,  15023-  123  Ave. 

Edmonton,  AB  T5V  1J7 
Phone:  (403)454-8626 
Fax:  (403)  452-5601 

Contacts:  F.A.  Korby,  Pres. 

K.  Epton,  Vice-Pres. 

Products/Services:  Manufacturing,  sales  and  leasing  of  portable 
structures.  Portable  offices;  wellsites;  drilling  camps;  seismic  camps 
and  base  camps. 

Gledhill  Steel  Products  Inc. 

8112  Davies  Rd. 

Edmonton,  AB  T6E  4N2 
Phone:  (403)466-3904 
Fax:  (403)  466-3904 

Contacts:  Rick  Simpson,  Gen. Mgr. 
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Products/Services:  Valve  actuation  mounting  hardware;  valve 
extensions;  general  machine  shop  and  welding. 


Global  Thermoelectric  Inc. 

333  - 50  Ave.  S.E. 

Calgary,  AB  T2G  2B3 
Phone:  (403)253-3552 
Fax:  (403)  253-4607 

Contacts:  Alan  G.  McNaughton,  SIs.Mktg.Mgr. 

Bill  Ashby,  Cust.Serv.Rep.Canada. 

Products/Services:  Manufacturing,  marketing  and  service  of 
thermoelectric  generators.  Services  include  electrical  and  mechanical 
design  engineering.  Machine  shop  services  include  custom 
manufacturing,  CNC  machining,  specialty  welding,  specializing  in 
Hermatic  seals.  Thermoelectric  generators. 


GN  Corporations  Inc. 

6,  4312  Ogden  Road  S.E. 

Calgary,  AB  T2G  4V3 
Phone:  (403)290-1720 
Fax:  (403)  265-2851 

Contacts:  John  M.  Plesa,  Int’l  Mktg.  & SIs.Mgr. 

Ambrose  Chun,  Vice-Pres. Eng. Mktg. & Sis. 
Products/Services:  Engineering  - consulting  services,  custom  design 
(oilfield  equipment,  machines  and  hydraulics),  research  and  development 
of  prototypes,  supervision  of  quality  control  tests.  Machining  - custom 
machining,  CNC  milling  and  turning,  deep  drilling  (gun  and  ejector 
drilling),  honing  and  automatic  threading,  production  runs.  Heat  treating 

- fluidized  beds  and  gas  furnaces,  annealing,  normalizing,  quenching, 
tempering,  stress  relieving,  carburizing,  age  hardening.  Quality  control 

- A.P.I.  thread  gauges,  hardness  testing,  measuring  instrumentation, 
hydrostatic  testing,  complete  traceability  and  certification.  Equipment: 
connections  (Y's  T's,  lateral's,  elbows  90  degrees,  crosses,  goat  heads, 
crowsfoot),hammerunions,  treating  iron/flow  line,  check  valves,  flanges, 
ball  injector  and  radioactive  gel  injector  used  in  well  stimulation  and 
servicing,  treesavers  designed  to  protect  the  wellhead  from  high  pressure 
and  corrosive  or  abrasive  fluids,  surface  equipmentforwireline  operations 
(manual  and  hydraulic  B.O.P.'s,  stuffing  box,  lubricator  risers,  quick 
unions,  tool  traps),  subsurface  equipmentforwireline  operations  (wireline 
tool  string,  flow  control  equipment),  wireline  units  and  accessories  (truck 
mounted  or  self-contained). 

(See  our  advertisement  on  page  33) 


Go-Getter  Welding  Ltd. 

Box  23 

Nisku,  AB  T0C2G0 
Phone:  (403)955-8820 
Fax:  (403)955-7414 

Contacts:  Eugene  Wirsta,  Exec.Off. 

Products/Services:  Oilfield  equipment;  derricks;  mud  tanks;  oil  rig 
buildings. 


Goodall  Rubber  Company 

8412  Davies  Road 

Edmonton,  AB  T6E  4Y5 

Phone:  (403)465-0301 

Fax:  (403)  465-3749 

Contacts:  Bill  Scholze,  Serv.Ctr.Mgr. 

Louise  Matthews,  Sis. Desk. 

Products/Services:  Distributing  - industrial  hose/fittings;  protective 
clothing/footwear;  expansion  joints;  fire  hose. 


G.P.R.  Industries  Ltd. 

9923-  112  Ave. 

Grande  Prairie,  AB  T8V  1V5 
Phone:  (403)532-5900 
Fax:  (403)  532-5904 

Contacts:  Eddie  Sandboe,  Mktg. Mgr. 

Products/Services:  Electric  motor  rewind  and  repair;  CSA  approved 
for  explosion  proof  repairs;  recognized  by  Quality  Management  Institute 
Z299.4-85;  Baldor  electric  motorsales;  welding  machine  repairs;  Genset 
repairs.  Baldor  electric  motor;  Miller  warranty  and  parts  depot;  Lister- 
Petter  diesels. 


Rex  Gray  Welding  & Contracting  Ltd. 

Box  932 

Drayton  Valley,  AB  TOE  0M0 
Phone:  (403)542-5138 
Contacts:  Rex  Gray,  Exec.Off. 

Products/Services:  Rig  tanks;  fuel  tanks;  dog  houses;  pump  skids; 
manifold  systems;  skid  mounted  metal  buildings. 


Griffith  Oil  Tool  Ltd. 

A Div.  of  Dreco  Group 

3660  - 93  St. 

Edmonton,  AB  T6E  5N3 
Phone:  (403)463-3929 
Fax:  (403)461-7727 

Contacts:  Klaus  Jacobson,  Exec.Off. 

Products/Services:  Shock  tools;  downhole  tools;  triplex  pumps;  drilling 
jars;  reamers;  stabilizers;  fishing  tools;  kelly  cocks;  safety  check  valves; 
blow  out  preventers;  drilling  tool  servicing  equipment. 


Grizzly  Ledcor  Well  Servicing  Limited 

Box  4541 

Edmonton,  AB  T6E  5G4 
Phone:  (403)436-2767 
Fax:  (403)  436-8988 

Contacts:  Allan  Sawin,  Pres. 

Products/Services:  Workovers,  completions,  maintenance  and 
abandonments  of  oil  and  gas  well.  Service  rigs  capable  of  working  to 
depths  of  7000  metres. 

Grizzly  Well  Servicing 
(Grand  Centre)  Ltd. 

Box  4541 

Edmonton,  AB  T6E  5G4 
Phone:  (403)437-2999 
Fax:  (403)  436-8988 

Contacts:  Allan  Sawin,  Pres. 

Products/Services:  Workovers,  completions,  maintenance  and 
abandonments  of  oil  and  gas  wells.  Service  rigs,  completely  mobile, 
capable  of  working  to  depths  of  3050  metres. 


G.S.O.  Well  Services  Ltd. 

Box  1353 

Stettler,  AB  TOC  2L0 
Phone:  (403)742-2677 
Contacts:  Pat  O’Hagan,  Pres. 

Muriel  O’Hagan,  Sec. 

Products/Services:  Contract  and  supervision  services. 
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Quality  Is  Our  Business 

GN  CORPORATIONS  INC. 

6,  4312  Ogden  Road  S.E. 

Calgary,  Alberta  Canada  T2G  4V3 
Telephone:  (403)  290-1720  Facsimile:  (403)  265-2851 

GN  CORPORATIONS  INC.  has  been  in  the  oil  and  gas  industry  for  over  25  years.  In  that  time, 
GN  has  established  its  own  lines  of  low  and  high  pressure  oilfield  equipment, 
wireline  equipment  and  trucks,  and  downhole  tools. 

Specialized  Line  of 
Oilfield  Equipment 

• Ball  Injector  (Ball  Gun) 

• Radioactive  Gel  Injector 

• Treesavers 

• Camlock  Couplings 

The  specific  manufac- 
turing achievements  are 
only  a part  of  the  diver- 
sified services  GN  has 
to  offer. 

Thanks  to  the  special 
skill  of  our  engineering 
department  and  our  flex- 
ible manufacturing 
capabilities,  GN  is  able 
to  custom  design  and  manufacture  your  pro- 
duction needs. 

Also,  we  have  in-house  heat  treating  facilities 
and  a quality  assurance  program  that  meets  the 
needs  of  the  oil  and  gas  industry  that  GN 
Corporations  Inc.  proudly  services  .... 

“Quality  Is  Our  Business”. 


General  Line  of  Oilfield  Equipment 

• Connections  (Y's,  T's,  Laterals,  Elbows,  Crosses, 

Goat  Heads,  Crowsfoot) 

• Hammer  Unions 

• Treating  Iron/Flow  Line 

• Check  Valves 

• Flanges 


Surface  Equipment  For 
Wireline  Operations 


Blowout  Preventers  (Manual  & Hydraulic) 

Lubricator  Risers 

Stuffing  Boxes  (Manual  & Hydraulic) 

Quick  Unions 
Tool  Traps  (Hydraulic) 

Wireline  Units  (Truck  Mounted  & Self-Contained) 
Accessories 


Subsurface  Equipment  For 
Wireline  Operations 


Wireline  Tool  Strings 

Pulling  & Running  Tools,  Knuckle  Joints  & 
Jars,  Gauge  Cutters,  etc. 

Flow  Control  Equipment 

Blanking  Plugs,  Flow  Couplings,  Seating 
Nipples,  Sliding  Sleeve,  etc. 
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Guardian-Hyalog  Oilfield  Services 

950  - 78  Ave. 

Edmonton,  AB  T6P1L7 

Phone:  (403)440-1444 

Fax:  (403)  440-4261 

Contacts:  Gord  Jenkins,  Mgr.Tech.SIs.Ser. 

Ken  Willson,  Gen. Mgr. 

Products/Services:  Non  destructive  inspection  of  oil  industry  tubular 
products;  including  tubing,  casing,  drill  pipe,  drill  collars,  line  pipe,  pipe 
cleaning.  Machine  shop  services  including  tubing,  casing,  drill  pipe  and 
drill  collar  threading,  hard  banding,  tool  joint  rebuilding,  tool  joint 
refacing,  pipe  straightening.  Cross  roll  pipe  straighteners;  PVC  tubing  liners. 


Guiberson  Division,  Dresser  Canada,  Inc. 

600,  505  - 3 St.  S.W. 

Calgary,  AB  T2P  3E6 
Phone:  (403)290-5400 
Fax:  (403)  290-5431 

Contacts:  W.T.  Lynch,  Cdn.Reg.Mgr. 

B.P.  Dillabough,  Reg. Sis. Mgr. 

Products/Services:  Sales  and  service  of  permanent  and  retrievable 
packers,  rental  service  packers,  well  servicing  and  swabbing  equipment, 
hydraulic  and  jet  subsurface  pumps,  J-F  production  accessories,  gravel 
pack  equipment  and  pumping  services  and  tubing  conveyed  perforating. 
Bridge  plugs  and  retainers;  thermal  packers;  unions. 


G W Welding 

4702  - 54  Ave. 

Leduc,  AB  T9E  6K5 

Phone:  (403)  986-3546 

Fax:  (403)  986-4546 

Contacts:  Wayne  Verschoor,  Exec.Off. 

Products/Services:  Miscellaneous  iron;  mud  and  gas  tanks;  trailer 
hitches;  tow  bars;  trailers;  welding  and  fabrication;  structural  steel;  fuel 
saving  heat  deflectors;  air  flow  feed  delivery  mechanism. 


M.W.  Hagel  Consulting  Ltd. 

1600,  510  - 5 Ave.  S.W. 

Calgary,  AB  T2P  3S2 
Phone:  (403)266-7478 
Fax:  (403)  233-2599 

Contacts:  Marvin  Hagel,  Pres. 

Ken  Boulton,  Tech. Rep. 

Products/Services:  Oil  and  gas  well  drilling  and  completion  engineering 
and  field  supervision.  Specialize  in  completion,  recompletion  design, 
analysis  and  supervision.  Also  provide  hydraulic  frac  design  (including 
3-D).  Hydraulic  frac  design  software;  reservoirand  production  simulators 
for  PCs;  cement  design  software;  resin  coated  proppants  for  fracturing 
applications. 


Hangwell  Coil  Tubing  Services  Ltd. 

3750-  19  St.  N.E. 

Calgary,  AB  T2E  6V2 
Phone:  (403)250-8004 
Fax:  (403)291-5408 

Contacts:  Fred  Jagert,  Pres. 

Bill  Meyer,  Vice-Pres.Optns. 

Products/Services:  Coil  tubing  running;  retrieval;  wellhead  services; 
downhole  services  and  supplies.  Coil  tubing  wellheads;  coil  tubing 
hanger  systems;  check  valves;  centralizers;  knuckle  joints;  jetting  tools; 
packers;  blowout  preventers;  seal  assemblies;  drilling  tools. 


Harbison-Fischer  Canada  Ltd. 

315-  19  St.  S.E. 

Calgary,  AB  T2E  6J7 
Phone:  (403)272-2334 
Fax:  (403)  235-3766 

Contacts:  Ray  Ivey,  Pres. 

Charles  Miller,  Mktg.Dir. 

Products/Services:  Manufacture  bottom  hole  sucker  rod  pumps. 

Harvie  Instruments  Ltd. 

6884  - 52  Ave. 

Red  Deer,  AB  T4N  4L1 
Phone:  (403)347-6001 
Fax:  (403)347-3150 

Contacts:  Harvey  Warkentin,  Pres.&  Owner. 

Reg  Warkentin,  Mgr. 

Products/Services:  Oilfield  measurement  services;  equipment  sales; 
production  services;  equipment  rentals.  Rentals  and  sales  of  pressure 
and  temperature  measurement  equipment.  Recorders;  gauges; 
thermometers;  hydrometers;  manometers,  gas  meters,  etc. 

Havon  Machine  Works  Ltd. 

4916-43  St. 

Box  1525 

Rocky  Mtn.  Hse.,  AB  TOM  1T0 
Phone:  (403)  845-3305 
Fax:  (403)  845-6065 

Contacts:  Dave  Von  Hollen,  Exec.Off. 

Glen  Hayball,  Exec.Off. 

Products/Services:  Oilfield  equipment  and  machinery;  pumping 
machinery;  jack  pump. 

Hazmat  Transportation  Services  Ltd. 

5366-55  St.  S.E. 

Calgary,  AB  T2C  3G9 
Phone:  (403)236-5600 
Fax:  (403)279-1750 

Contacts:  Danny  Crowe,  Terminal  Supvr. 

Phil  Rivard,  Optns. Supvr. 

Products/Services:  Industrial  vacuum  truck  services  (residential, 
commercial  and  oilfield);  authorized  transporter  of  drummed  and  bulk 
hazardous  wastes  in  Alberta  and  British  Columbia;  product  removal 
from  leaking  or  damaged  pipelines,  storage  tanks  and/or  vessels. 
Vacuum  truck  units  with  up  to  5000  gallon  capacity  with  pumps  providing 
up  to  1200  CFM  and  27"  of  vacuum;  specialized  van  units  with  all 
associated  safety  equipment  provided. 

Headhunters  Diesel  Ltd. 

16740-  110  Ave. 

Edmonton,  AB  T5P  1G9 
Phone:  (403)484-5521 
Fax:  (403)  484-0484 

Contacts:  Terry  Dewhurst,  Gen. Mgr. 

Bob  Miller,  Cust.Ser.Mgr. 

Products/Services:  Remanufacture  of  cylinder  heads,  connecting 
rods  and  engine  blocks  for  gas  engines.  On-site  casting  repair  of  gas 
engines  and  gas  compressors.  Gas  engine  cylinder  heads;  connecting 
rods;  engine  blocks;  crankshafts. 

Heartland  Perforating  Services  Ltd. 

1980,  700-4  Ave.  S.W. 

Calgary,  AB  T2P  3J4 
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Phone:  (403)246-1260 
Fax:  (403)  263-5347 

Contacts:  Robert  Storek,  Pres. 

M.C.  (Mike)  Lasher,  Mktg.Mgr. 

Products/Services:  Cased  hole  logging  and  perforating  services; 
(VLS)  video  logging  services.  Perforating  and  logging  (cased  hole); 
video  logging  (cased  hole,  open  hole,  pipeline  plants,  etc.). 

H.G.  Caterers  Ltd. 

9929  - 77  Ave. 

Edmonton,  AB  T6E  1M6 

Phone:  (403)439-6305 

Fax:  (403)  439-8258 

Contacts:  S.T.  Gabriel,  Pres.Gen.Mgr. 

Mark  I.  Gabriel,  Asst.Gen.Mgr. 

Products/Services:  Industrial  camp  caterer  and  city  catering. 


Hi  Signs  Mfg.  Ltd. 

4403  - 84  Ave. 

Edmonton,  AB  T6B  2S6 
Phone:  (403)468-6181 
Fax:  (403)  468-6745 

Contacts:  Ken  Adam,  Sis. 

Steve  Howard,  Sls.Calgary. 
Products/Services:  Sign  manufacturing. 


Hills  Hot  Shot  Service  Ltd. 

Box  1200 

Strathmore,  AB  T0J  3H0 
Phone:  (403)  934-3304 
Fax:  (403)  934-3758 

Contacts:  Gary  A.  Hovdebo,  Pres. 

Products/Services:  Service,  inspection  and  repairof  fire  trucks  and  fire 
truck  pumping  systems.  Mobile  on-site  service  or  shop  in  Strathmore. 
Hotshot  fire  trucks;  fire  engine  tank  oil  and  valve  lubricant;  reversible 
engine  fans;  parts  all  mobile  fire  pumps. 


Hoilimex  Products  Ltd. 

8750  - 53  Ave. 

Edmonton,  AB  T6E  5G2 

Phone:  (403)468-1137 

Fax:  (403)469-1899 

Contacts:  Steven  D.  LePoule,  Gen. Mgr. 

Don  Brown,  Mktg.Mgr. 

Products/Services:  Drilling  fluid  additives  wholesaler.  Drilling  fluid 
additives;  hydrocarbon  absorbant  for  oil  clean-ups. 


Horrtco  International  Ltd. 

507-  13  Ave. 

Box  250 

Nisku,  AB  TOC2GO 

Phone:  (403)  955-7933 

Fax:  (403)  955-2073 

Contacts:  Karl  Beagrie,  Pres.  & Gen. Mgr. 

Nick  Mamchur,  Supply  Div.Mgr. 

Products/Services:  Complete  line  of  fishing  tools,  cutting  tools,  repair 
tools,  remedial  tools  and  abandonment  equipment.  Freepoint,  back-off, 
chemical  and  jet  cutting  services.  Professional  supervision  and  operators 
available  from  thirteen  locations  across  Canada.  WKM  ball  valves; 
Nutron  ball  valves;  Wheatley  check  valves;  Nordstrom  plug  valves, 
Edward  steam  valves,  P.K.  gate  valves;  weld  fittings  and  flanges,  pipe. 


John  Hopkinson  & Associates  Ltd. 

1045  McTavish  Road  N.E. 

Calgary,  AB  T2E  7G9 
Phone:  (403)291-9027 
Fax:  (403)  250-2459 

Contacts:  K.  John  Hopkinson,  Pres. 

Products/Services:  Aircraft  brokerage  - sales  and  leasing. 


Horizon  Transport  Ltd. 

Box  9120,  Stn.  E 
Edmonton,  AB  T5P  4K2 
Phone:  (403)  447-3838 
Fax:  (403)  447-4878 

Contacts:  Garry  Russell,  Pres. 

Dennis  Anger,  Gen. Mgr. 

Products/Services:  Specialize  in  rig  moving,  pipe  stringing,  camp 
moving,  heavy  industrial  hauling  and  consulting  services  on  overseas 
projects  and  rig  moving  in  West  and  South  Africa.  Bed  trucks;  picker 
trucks;  highway  trucks;  cranes;  all  types  of  trailers  up  to  100  ton. 


Horst’s  Quality  Grinding  Ltd. 

10349 -59  Ave. 

Edmonton,  AB  T6H  1E7 
Phone:  (403)437-0234 
Fax:  (403)  437-6445 

Contacts:  Horst  Daffner,  Exec. Off. 

Products/Services:  Custom  oil  and  gas  machinery;  custom  machining. 


Horton  C B I,  Limited 

Box  3534 

Ft.Saskatchewan,  AB  T8L  2T4 
Phone:  (403)998-2800 
Fax:  (403)  998-2421 

Contacts:  Ross  Huntington,  Exec.Off. 

Products/Services:  Elevated  water  storage  tank  parts;  ground  level 
water  storage  tank  parts;  storage  bin  parts;  steel  stack  parts; 
hydroelectric  penstock  parts;  wind  tunnel  parts;  pressure  vessel 
parts;  refinery  tower  and  process  vessel  parts;  cryogenic  storage 
vessel  parts;  bark  press  parts. 


HTI  Technology  Canada  Ltd. 

202,  7260-  12  St.  S.E. 

Calgary,  AB  T2H  2S5 
Phone:  (403)253-7505 
Fax:  (403)  253-7505 

Contacts:  Vern  Prier,  Sis. Mgr. 

Mark  Smithdorf,  Gen. Mgr. 

Products/Services:  Design  and  engineering  of  oil  dehydration 
equipment  including  service  and  start-up.  Oil  emulsion  treaters  (thermal, 
mechanical  and  electrostatic  free  water  knockouts);  desalters;  large 
three  phase  separators;  flash  evaporators. 


J.M.  Huber  Corporation 

9618-60  Ave. 

Edmonton,  AB  T6E  0C1 
Phone:  (403)437-6316 
Fax:  (403)  435-3074 

Contacts:  D’Arcy  Parrott,  Exec.Off. 

Products/Services:  Pipeline  and  vessel  closures;  blow  out  preventors; 
sucker  rod  centralizers  and  scrapers. 
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Hy  Lo  Machine  & Tools 

2915- 12  Ave.  North 
Lethbridge,  AB  T1H5K9 
Phone:  (403)  328-3464 
Contacts:  Robert  Webber,  Exec.Off. 

Products/Services:  Machine  fabrication  and  welding;  tools  and  dies. 

Hycal  Energy  Research  Laboratories  Ltd. 

1338A-36  Ave.  N.E. 

Calgary,  AB  T2E  6T6 
Phone:  (403)250-5800 
Fax:  (403)291-0481 

Contacts:  D.  Brant  Bennion,  Pres. 

F.  Brent  Thomas,  Vice-Pres. 

Products/Services:  Hycal  is  a high  technology  company  which  has 
developed  equipment  to  perform  applied  research  in  reservoir 
engineering.  Hycal  provides  engineering  and  consulting  services  in  the 
areas  of  reservoir,  production  engineering  and  enhanced  oil  recovery. 
Hycal’s  in-house  machine  shop  manufactures  custom  designed 
laboratory  equipment  for  use  around  the  world.  The  equipment  may  be 
assembled  with  a broad  range  of  components  for  data  logging. 

Hydra  - Machine  Ltd. 

5830  - 92  St. 

Edmonton,  AB  T6E  3A6 
Phone:  (403)435-8262 
Fax:  (403)  436-6264 

Contacts:  Adolf  Kalancze,  Exec.Off. 

Products/Services:  Oilfield  and  mining  equipment;  flanges;  pipescreen. 

Hydrotestors  Canada  Limited 

7,  6721  - 67  Ave. 

Red  Deer,  AB  T4P  1 K3 
Phone:  (403)343-6779 
Contacts:  Allan  Armstrong,  Vice-Pres. 

Dennis  Armstrong,  Sls.Ser. 

Products/Services:  Tubing  pressure  testing;  casing  pressure  testing; 
power  thread  cleaning;  stabbing  guide  rentals. 

Hypower  Systems  Corporation 

8616-  18  St. 

Edmonton,  AB  T6P1K5 
Phone:  (403)449-0600 
Fax:  (403)449-1215 

Contacts:  R.  Letkeman,  Exec.Off. 

N.  Millar,  Export  Mgr. 

Products/Services:  Hydraulic  power  units;  oilfield  hydraulic  equipment; 
hydraulic  system  design;  heliportable  seismic  drills. 

1-Dent  Decals  Ltd. 

35  Skyline  Crescent  N.E. 

Calgary,  AB  T2K  5X2 
Phone:  (403)275-1919 
Fax:  (403)275-1888 

Contacts:  Horace  Rieger,  Pres. 

Products/Services:  Decal  and  sign  manufacturers.  Wellsite  signs; 
pipeline  signs;  decals;  safety  signs;  plant  and  battery  signs;  posts  and 
hardware;  vehicle  and  tank  signs;  stock  WHMIS  products. 

Image  Inspection  Services  Ltd. 

3,  391 1C  Brandon  St.  S.E. 

Calgary,  AB  T2G  4A7 
Phone:  (403)287-1053 
Fax:  (403)  243-4564 


Contacts:  Paul  M.A.  Varro,  P.Eng.,  Pres. 

Alex  Holland,  Vice-Pres. 

Products/Services:  Manufacture  of  CCTV  remote  inspection 
equipment,  custom  electrical  engineering,  some  inspection  work.  Closed 
circuit  television  remote  inspection  equipment. 

Impact  Industry  (Western)  Ltd. 

Box  70 

Lacombe,  AB  TOC  ISO 
Phone:  (403)782-3115 
Fax:  (403)  782-5536 

Contacts:  O.W.  Sivacoe,  Exec.Off. 

Products/Services:  Crushers  and  related  equipment;  sulphur 
purification  equipment. 


Import  Tool  Corporation  Ltd. 

10340-71  Ave. 

Edmonton,  AB  T6E  0W8 
Phone:  (403)434-6406 
Fax:  (403)  434-6400 

Contacts:  Bob  Mcleod,  Exec.Off. 

R.K.  Macleod,  Export  Mgr. 

Products/Services:  Centralizer;  scratcher;  cement  basket;  stop  ring; 
cable  wall  cleaner;  latch  down  plug;  receiver;  insert  valve;  guidelizer  bar; 
threadlock;  cable  protetalizer;  turbolizers;  stop  devices. 


Indel  Davis  Ltd. 

1, 6325-  11  St.  S.E. 

Calgary,  AB  T2H  2L6 
Phone:  (403)252-7707 
Fax:  (403)  253-8007 

Contacts:  S.  Sembinelli,  Exec.Off. 

Products/Services:  Oil  and  gas  production  equipment;  survey  flagging; 
tape  magnetic  geophysical;  computer  tapes  and  accessories;  sub 
surface  recorders;  downhole  pressure  gauges;  electristatic  plotting 
media  and  supplies;  geophysical  computer  processing  medias. 


Industra-Lube  Testing  Laboratories  Inc. 

9619-42  Ave. 

Edmonton,  AB  T6E  5R2 
Phone:  (403)462-2400 
Fax:  (403)  462-2420 

Contacts:  Devar  Chisholm,  Pres. 

Les  Boake,  Sis. Mgr. 

Products/Services:  Lubricating  oil  and  filter  analysis  and  specialized 
testing.  Harvard  filtration;  firepower  fuel  conditioner. 


Industrial  Case  & Light 

534  - 42  Ave.  S.E. 

Calgary,  AB  T2G  1Y6 
Phone:  (403)287-2840 
Fax:  (403)  246-6279 

Contacts:  Bob  Lotwin,  Pres. 

Ken  Davis,  Inside  Sis. 

Products/Services:  Distributor  of  Pelican  unbreakable,  watertight, 
airtight,  non-marking,  co-polymer  protective  cases  and  Pelican 
submersible,  CSA-certified  hazardous  location  flashlights.  Distributorof 
Titan  rotationally  molded  polyethylene  double  wall  shipping  and  storage 
containers.  Supplier  of  custom  manufactured  aluminum  protective 
cases.  Distributor  of  personal  size,  lightweight,  battery  powered 
emergency  strobe  light. 
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Industrial  Steelcraft 
A division  of  Terroco  Industries  Ltd. 

Box  10,  Site  14,  R.R.  1 
Red  Deer,  AB  T4N  5E1 
Phone:  (403)346-1171 
Fax:  (403)  346-9720 

Contacts:  Don  Ellis,  Br.Mgr. 

Products/Services:  Custom  petroleum  equipment  fabrication  and 
design.  Painting  and  sandblasting. 


Indutech  Canada  Limited 

5210-54  Ave.  S.E. 

Calgary,  AB  T2C  2V8 

Phone:  (403)279-2222 

Fax:  (403)236-1522 

Contacts:  Derek  J.  Wolstenholme,  Pres. 

Steve  Matthews,  Mktg.Mgr. 

Products/Services:  Induction  and  cold  formed  pipe  bends; 
manufacturers  of  NASPipe  abrasion  resistant  steel  pipe;  applicators  of 
Indulay  chromium  carbide  weld  overlay. 


Inland  Valve  Corporation  Ltd. 

400,  1414 -8  St. 

Box  4393,  Stn.  C 

Calgary,  AB  T2T5N2 

Phone:  (403)  228-3883 

Fax:  (403)  244-4821 

Contacts:  Peter  Smigel,  Mgr.Cust.Serv. 

Mike  Haidenger,  Sis. Rep. 

Products/Services:  Valves  and  valve  operators.  Rockwell,  Nordstrom 
-plugs;  Rockwell,  Edward -globes;  Rockwell,  McCanna-  balls,  butterflys, 
and  actuators;  Mission/Marlin  - duo-cheks;  Fasani  - gate,  globe,  and 
check;  Stockham  - wedge  plugs;  Marwin  - balls  and  actuators. 


Interior  Oil  Analytics  Ltd. 

10716-  176  St. 

Edmonton,  AB  T5S  1G7 
Phone:  (403)483-1036 
Fax:  (403)  486-2257 

Contacts:  C.B.  (Bud)  Beaton,  Pres. 

R.D.  (Bob)  Fikowski,  Vice-Pres. 

Products/Services:  Used  oil  analysis  laboratory. 

Interlock  Technologies  Limited 

1000,  521  -3  Ave.  S.W. 

Calgary,  AB  T2P  3T3 

Phone:  (403)265-0444 

Fax:  (403)  233-0398 

Contacts:  Nigel  M.  Lakey,  P.Eng.,  Gen. Mgr. 

Products/Services:  Field  and  technical  services  associated  with  the 
company’s  connection  product  line,  manufacture  of  specialty  OCTG 
connection  products  for  tubing  and  casing.  Specialty  connections  for 
OCTG  - Lock-it,  HD  Lock-it,  seal-1  PC,  seal-lock  HC,  HW  seal-lock, 
Boss,  Big  ‘O’  seal-lock-up  thru  26"  OD.  Environmentally  acceptable 
running  and  storage  compounds  for  OCTG  connections  and  drill  string 
components. 

Intermec  Systems  Corporation 

1700  Varsity  Estates  Dr.  N.W. 

Calgary,  AB  T3B  2W9 
Phone:  (403)288-3648 
Fax:  (403)286-1407 


Contacts:  Bill  Hayward,  Sis. 

Products/Services:  Automated  data  collection  through  the  use  of  bar 
code  technology.  Application  areas  include  inventory  control,  field  data 
capture,  access  control  and  fixed  asset  tracking.  Worldwide  sales  and 
support.  Intrinsically  safe  portable  transaction  managers;  bar  code 
printers;  data  collection  software. 


International  Oilfield  Equipment 
Brokers  Ltd. 

2000,  1243  McKnight  Blvd.  N.E. 

Calgary,  AB  T2E  5T1 
Phone:  (403)299-2244 
Fax:  (403)  299-2245 

Contacts:  Bernie  Biever,  Pres. 

Products/Services:  Sell  equipment  above  ground  after  the  wellhead; 
gas  plants;  compressors;  separators;  dehydrators;  treaters;  choke 
plants;  lineheaters;  pumping  units  and  water  injection  skids. 


International  Radiography  & Inspection 
Services  (1976)  Ltd. 

5908  - 96  St. 

Edmonton,  AB  T6E  3G3 
Phone:  (403)437-2022 
Fax:  (403)  436-4873 

Contacts:  Jim  Sheard,  Pres. 

Tom  Girard,  QuaS.Assurance  Mgr. 

Products/Services:  Non  destructive  testing  - including  radiography, 
ultrasonics,  magnetic  particle,  liquid  penetrant,  body  current, 
thermography,  corrosion  inspection,  video  probe,  replication,  hardness 
testing. 


International  Software  Systems  Inc. 

650,  202  - 6 Ave.  S.W. 

Calgary,  AB  T2P  2R9 
Phone:  (403)  233-2520 
Fax:  (403)  234-8583 

Contacts:  Donald  G.  Chapman,  Pres. 

Turena  Stang,  Int’I.SIs.Mktg. 

Products/Services:  International  Software  Systems  develops  and 
markets  a series  of  computer  software  programs,  known  as  CADPIPE, 
for  the  architectural,  engineering  and  construction  industry.  CADPIPE 
ortho;  CADPIPE  iso;  CADPIPE  P&  ID/fo , CADPIPE  electrical;  CADPIPE 
structural;  CADPIPE  walkthru  plus  several  international  databases. 


I.P.  Constructors  Ltd. 

5430-30  St.  S.E. 

Calgary,  AB  T2C1G2 
Phone:  (403)279-7553 
Fax:  (403)  279-3639 

Contacts:  Clinton  Elgar,  Export  Dir. 

Stewart  Mulvey,  Pres. 

Products/Services:  Engineer  and  manufacture  of  oil  and  gas  production 
equipment.  Oil/gas  separators;  dehydrators;  treaters/desalters; 
production  modules;  NGL/IPG  recovery  plants;  filters;  deaerators; 
water  treatment. 


ITT  Barton  Instruments 

3840-  IIASt.  S.E. 

Calgary,  AB  T2E  6M6 
Phone:  (403)291-4814 
Fax:  (403)291-5678 
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Contacts:  Joe  Incontri,  Gen. Sis. Mgr. 

Dana  Krause,  Optns.Mgr. 

Products/Services:  Manufacture,  sales  and  start-up  of  process 
instrumentation.  Flow,  pressure,  level,  density  and  temperature 
measurement  systems.  Barton,  Floco,  Net  Oil  Computer,  Transmitters, 
Tritrators;  SOR  level,  pressure,  flow  switches;  Arjay  capacitance  level 
devices;  Rohrback-Cosasco  corrosion  monitoring  for  tanks  and  pipeline; 
G.W.  Dahl  P/I,  Agar  O/W  monitors,  and  Barton  Actuators. 


Jackson  Power  & Electric  Ltd. 

9744  - 60  Ave. 

Edmonton,  AB  T6E  0C5 
Phone:  (403)435-9275 
Fax:  (403)  436-0308 

Contacts:  Ed  Jackson,  Pres. 

Laura  Jackson,  Acct.Mgr. 

Products/Services:  Fabrication  of  motor  control,  power  distribution 
and  industrial  lighting  equipment. 


Jade  Drilling  Ltd. 

5825  - 98  St. 

Edmonton,  AB  T6E  3L4 
Phone:  (403)437-2930 
Fax:  (403)  438-6866 

Contacts:  Craig  S.  Banks,  Pres. 

Brian  J.  Banks,  Vice-Pres. Contracts. 

Products/Services:  Oil  and/or  gas  well  drilling  contractor.  Rig  1 - 
Wilson  Super  38,  1 100m;  rig  2 - Wilson  Super  38,  1 100m;  rig  3 - TSM 
6000,  2200m;  rig  4 - TSM  6000,  2200m;  rig  5 - TSM  6000,  2200m;  rig 
6 - Cardwell  M-200,  1200m;  rig  7 - National  T-32,  2000m. 


Jager  Industries  Inc. 

8835  Macleod  Tr.  S.W. 

Calgary,  AB  T2H  0M3 
Phone:  (403)259-0700 
Fax:  (403)  255-6008 

Contacts:  William  Jager,  Exec. Off. 

Gary  Foursha,  Export  Mgr. 

Products/Services:  T russ  connector  plates;  truss  assembly  machines; 
C-clamp;  roller  press;  lumber  splicer;  truss  stacker;  wood  I beams  (floor 
trusses);  finger  jointed  lumber;  tool  and  die  components,  hydraulic; 
wooden  truss  fabrication/handling  equipment;  welding  fabrication  shop. 

Jarco  Services 

Div.  Canerco  Energy  Services  Corp. 

1501  -7  St. 

Box  26 

Nisku,  AB  T0C2G0 
Phone:  (403)955-2020 
Fax:  (403)  955-7032 

Contacts:  Shawn  Tracy,  Exec.Off. 

Products/Services:  Hydraulic  bumper  jar;  shock  sub. 


Jet-Lube  of  Canada  Ltd. 

3820  - 97  St. 

Edmonton,  AB  T6E  5S8 

Phone:  (403)463-7441 

Fax:  (403)  463-7454 

Contacts:  Paul  Spady,  Vice-Pres.Mfg. 

Gary  McCormick,  Admin. Sis. Mgr. 

Products/Services:  Manufacturer  of:  oilfield  drilling,  production  and 
maintenance  compounds,  industrial  sealants  and  anti-seize  compounds, 
specialty  lubricants,  PTFE  thread  seal  tape,  penetrating  oil. 

Jim’s  Millwright  Service  (1988)  Ltd. 

Box  482 

Swan  Hills,  AB  TOG  2C0 
Phone:  (403)  333-4507 
Fax:  (403)  333-4676 

Contacts:  Larry  Yakamik,  Exec.Off. 

Products/Services:  Machine  shop. 

Jiro  Oilfield  Supply  Ltd. 

Box  700 

Stettler,  AB  TOC  2L0 
Phone:  (403)742-0700 
Fax:  (403)742-1242 

Contacts:  James  Walker,  Owner. 

Robert  Grandfield,  Owner. 


Jochem  Oilfield  Contractors  Ltd. 

Box  2432 

Taber,  AB  T0K2G0 
Phone:  (403)223-3222 
Fax:  (403)  223-3007 

Contacts:  Lester  Jochem,  Pres. 

Kate  Jochem,  Sec. 

Products/Services:  Contract  battery  operating  of  oil  and  natural  gas 
wells.  Supervision  of  service  rigs  and  oilfield  construction.  Accoustical 
fluid  level  sounding;  weed  control. 

Jomax  Drilling  (1988)  Ltd. 

1700,  505 -3  St.  S.W. 

Calgary,  AB  T2P  3E6 
Phone:  (403)265-5312 
Fax:  (403)  265-0569 

Contacts:  B.F.  Levang,  Pres. 

E.L.  Jensen,  Exec. Vice-Pres. 

Products/Services:  Oil  and  gas  drilling  contractor.  Rig  1 - Oilwell  52T, 
2450m;  rig  2 - Oilwell  52T,  2450m;  rig  3 - Oilwell  52T,  2450m;  rig  4E  - 
Oilwell  860,  5000m;  rig  5 - National  50A,  3050m;  rig  6E  - Oilwell  860, 
5000m;  rig  7E  - Oilw  760,  4880m;  rig  8E  - National  370,  2900m. 

J.R.J.  Maintenance  Incorporated 

Box  338 

Redwater,  AB  T0A  2W0 
Phone:  (403)942-4313 
Contacts:  Lou  Gagnes,  Exec.Off. 

Products/Services:  Machining;  steel  products. 


Jet  Perforators  Inc. 

7121  Argyll  Road 
Edmonton,  AB  T6C  4A5 
Phone:  (403)465-0477 
Fax:  (403)  466-6839 

Contacts:  Michael  T.  Boyle,  Vice-Pres. Optns. 
Barry  Boyd,  Optns.Mgr. 


Kam’s  Sand  Coating  Ltd. 

603  - 22  Ave. 

Box  369 

Nisku,  AB  T0C2G0 


-38- 


1992 


Company  Profiles 

i r 


Phone:  (403)955-2628 
Fax:  (403)955-7118 

Contacts:  Walter  Kapfhamer,  Mgr.Oilfld. Hauling. 

M.J.  (Bud)  Kam,  Owner  Mgr. 

Products/Services:  Oilfield  hauling;  manufacture  pump  jack  bases; 
construction  equipment  sales. 

Kana  Oilfield  Services  Ltd. 

4107-41  St. 

Box  808 

Whitecourt,  AB  T7S  1 N8 
Phone:  (403)  778-2385 
Fax:  (403)  778-6569 

Contacts:  Bud  E.  Ashmore,  Pres. 

Norm  Nolette,  Qptns.Mgr. 

Products/Services:  Pipeline  construction,  gas  plant  maintenance  and 
construction,  contract  operating,  pipe  fitting  and  labour  crews. 

Karnin  Machine  Company 

5828  - 96  St. 

Edmonton,  AB  T6E  3G3 

Phone:  (403)434-1973 

Fax:  (403)  434-0201 

Contacts:  Gerhard  Dannemen,  Exec. Off. 

Products/Services:  Plastic  injection  moulds,  dies,  extrusion;  custom 
designed  machines;  orifice  plates;  accumulator  valves;  special  oilfield 
products;  engraving. 


Kelman  Seismic  Processing  Inc. 

200,  635  - 6 Ave.  S.W. 

Calgary,  AB  T2P  0T5 
Phone:  (403)262-5220 
Fax:  (403)263-1518 

Contacts:  Brian  Link,  Ctr.Mgr. 

Gordon  Dyck,  Mkfg.Mgr. 

Products/Services:  Providing  a full  range  of  quality  2D  and  3D 
geophysical  data  processing.  2D  and  3D  data  processing  software 
sales. 


Kenonic  Controls  Ltd. 

7175-  12  St.  S.E. 

Calgary,  AB  T2H  2S6 
Phone:  (403)258-6200 
Fax:  (403)  258-6201 

Contacts:  Ken  Netzel,  Pres. 

Glenn  Johanson,  Vice-Pres.Bus.Dev. 

Products/Services:  Engineering  and  field  services,  specializing  in 
industrial  controls  and  automation,  facility  modernizations,  providing 
SCADA,  pipeline  simulation,  control  systems,  metering,  real-time  contract 
and  energy  optimization,  programmable  controllers,  distributed  control, 
and  instrumentation. 


Kenting  Hi-Tower  Drilling 

1610,  300-5  Ave.  S.W. 

Calgary,  AB  T2P  3C4 

Phone:  (403)221-8800 

Fax:  (403)221-8821 

Contacts:  Gary  Meier,  Vice-Pres.Gen.Mgr. 

Ron  Thompson,  Contracts  Mgr. 

Products/Services:  Oil  and  gas  well  drilling  contractor.  Operating  31 
drilling  rigs  in  the  depth  range  2400  to  7000  metres. 


Ketek  Industries  Ltd. 

20208-  110  Ave. 

Edmonton,  AB  TOE  2N0 
Phone:  (403)447-5050 
Fax:  (403)447-4912 

Contacts:  Rick  Abel,  Pres. 

Vern  Abel,  Sis. Mgr. 

Products/Services:  Equipment  rental,  service  and  supply.  Submersible 
pumps;  incinerators,  mud  storage  building,  chemical  mixing  barrels, 
chemical  injection  pumps,  rig  matting,  conveyors,  water  pumps  and 
pressure  wash  pumps. 


Key  Oilfield  Rentals  Limited 

950,  633  - 6 Ave.  S.W. 

Calgary,  AB  T2P  2Y5 

Phone:  (403)  269-7788 

Fax:  (403)  266-4858 

Contacts:  Jim  Thompson,  Vice-Pres.Bus.Dev. 

Jack  Hudec,  Gen.SIs.Mgr. 

Products/Services:  Equipment  rentals  to  the  drilling,  completion  and 
workover  sector.  Sale  of  new,  used  and  reconditioned  equipment  and 
drill  pipe.  Shop  testing,  repair  and  certification  of  BOP’s  and  valves. 
Design,  fabrication  and  test  of  high  hazard  choke  manifolds,  H2S 
equipment  specialists.  BOPs  and  choke  manifolds;  valves;  drill  pipe  and 
tools;  drill  collars;  accumulator  systems;  spools  and  flanges. 


Kimto  Manufacturing  Company  Ltd. 

4512 -57  St. 

Wetaskiwin,  AB  T9A  2B7 
Phone:  (403)352-5727 
Fax:  (403)  423-6707 

Contacts:  Brent  MacNab,  Exec.Off. 

Products/Services:  Cranes,  welding. 

Klseki  Oilfield  Inc. 

1 145E  - 44  Ave.  S.E. 

Calgary,  AB  T2G  4X4 
Phone:  (403)287-9000 
Fax:  (403)  287-3999 

Contacts:  Mark  D.  Bishop,  Pres. 

William  H.  Elligson,  Vice-Pres. 

Products/Services:  Microbial  assessments  of  production  operations, 
ie.  SRB  counts,  background  bacteria  counts,  evaluation  of  biocides. 
Microbial  paraffin  control  product  KBC-100,  environmental 
bioremediation  products  for  cleaning  up  hydrocarbon  contaminated 
soils;  microbial  enhanced  oil  recovery  process;  microbial  cleaning  of 
tanks. 

Klaus  Enterprises  Ltd. 

123  Cree  Rd. 

Sherwood  Park,  AB  T8A  3X9 
Phone:  (403)  467-7823 
Fax:  (403)467-4014 

Contacts:  Larry  Klaus,  Pres. 

Randy  Midtdal,  Tech. Sis. 

Products/Services:  Repair  all  gas  compressor  valves,  piston,  rods, 
stuffing  boxes.  Manufacture  “K”  compressor  valve  with  V-Rings,  Sepco- 
mechanical  seals  and  packing. 

KMK  Production  Testing  Ltd. 

C,  5915-36  St.  S.E. 

Calgary,  AB  T2C2J1 
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Phone:  (403)236-3585 
Fax:  (403)  279-3348 

Contacts:  Kevin  Delaney,  Pres. 

Keith  Delaney,  Vice-Pres. 

KMK  Wireline  Services  Ltd. 

C,  5915-36  St.  S.E. 

Calgary,  AB  T2C  2J1 
Phone:  (403)236-3585 
Fax:  (403)  279-3348 

Contacts:  Kevin  Delaney,  Pres. 

Keith  Delaney,  Vice-Pres. 

E.A.  Kutryk  Equipment  Ltd. 

Box  5826,  Stn.  A 

Calgary,  AB  T2H  1Y3 

Phone:  (403)279-5820 

Fax:  (403)  279-2233 

Contacts:  E.A.  Kutryk,  Pres.&  Gen. Mgr. 

Products/Services:  Water  treatment/oil  and  gas  filtration  systems 
agents.  Manufacturers  of  screen  and  filters  for  gas  plants,  refineries  and 
chemical  plants.  Filters;  screens;  water  treatment  systems. 

Kwestor  Enterprises  Limited 

5605  - 92  St. 

Edmonton,  AB  T6E  3A4 
Phone:  (403)434-5096 
Fax:  (403)  436-3674 

Contacts:  Adolph  Yanchuk,  Exec.Off. 

Products/Services:  Machine  shop;  oilfield  equipment  and  industrial 
equipment;  fabricated  metal. 

Lafarge  Canada  Inc. 

12  FI.,  10655  Southport  Rd  S.W 
Calgary,  AB  T2W4Y1 
Phone:  (403)271-9110 
Fax:  (403)  278-2738 

Contacts:  Reg  Peacock,  Gen.SIs.Mgr.Calgary. 

Mike  Ritch,  Dist.SIs.Mgr.Edmonton. 

Products/Services:  Wholesaler  of  quality  Portland  Cement  to  the 
oilwell  service  and  construction  industries.  Normal  Portland  Cement; 
oilwell  cement;  high-early  strength  cement;  sulphate  resistant  cement; 
masonry  cement;  ciment  fondu  (hi  temperature  resisting). 

Landmark  Graphics  Canada  Ltd. 

1220,  101  -6  Ave.  S.W. 

Calgary,  AB  T2P  3P4 
Phone:  (403)262-2124 
Fax:  (403)  266-3722 

Contacts:  John  Babec,  Sis. Rep. 

Bruce  Sketchley,  Sis. Rep. 

Products/Services:  Computer  equipment  and  software  sales/support; 
computerized  mapping  services/software;  seismic  interpretation  and 
modelling  systems.  2D  and  3D  seismic  interpretation  workstations; 
geological  workstations;  oil  and  gas  mapping  software  and  workstations. 

Larsen  & D Amico  Mfg.  Ltd. 

9805  - 51  Ave. 

Edmonton,  AB  T6E  4W8 
Phone:  (403)434-9475 
Fax:  (403)  438-3742 

Contacts:  Peter  Larsen,  Exec.Off. 

Products/Services:  Separators;  freewater  knockout;  oil  emulsion 
treaters;  indirect  line  heaters;  direct  fired  heaters;  flame  arrestors/gas 
burners;  glycol  dehydration  units;  calcium  chloride  units;  filter  separator 
units;  inlet  manifold  units;  pressure  vessel  fabrication. 


The  Laser  Institute 

9924  - 45  Ave. 

Edmonton,  AB  T6E  5J1 
Phone:  (403)  436-9750 
Fax:  (403)437-1240 

Contacts:  Dr.  Don  C.D.  McKen,  Pres. CEO. 

Dr.  Vivian  E.  Merchant,  Pgrm.Dir. 

Products/Services:  Research,  development  and  engineering  in  laser 
applications.  Areas  of  specialization  include  materials  processing  (cutting, 
welding,  heat  treating,  cladding),  laser-based  sensors,  precision 
measurement,  and  machine  vision.  Custom  laser  cutting,  heat  treating, 
and  welding. 

Leduc  Safety  Service  Ltd. 

Box  86 

Nisku,  AB  T0C2G0 

Phone:  (403)  955-3300 

Fax:  (403)  955-7651 

Contacts:  Marvin  Weir,  Pres.&  Gen. Mgr. 

Todd  Weir,  Training  Co-ord. 

Products/Services:  Safety  training  - first  aid;  hydrogen  sulphide; 
blowout  prevention/well  control;  W.H.M.I.S.  Transportation  of  dangerous 
goods;  well-site  boiler;  C.P.R.;  defensive  driving;  air  brakes  certification. 

Lennox  Welding  and  Supply  Ltd. 

5734  - 1 03  St. 

Edmonton,  AB  T6H  2H5 
Phone:  (403)434-7637 
Contacts:  E.J.  Hunter,  Exec.Off. 

Products/Services:  Oilfield  transportation  equipment. 

Leross  Drilling  Ltd. 

Box  48074  Midlake  P.O. 

Calgary,  AB  T2X  3C7 
Phone:  (403)256-7623 
Fax:  (403)  256-7680 

Contacts:  Ross  T.  O’Shea,  Pres. 

Sheila  K.  O’Shea,  Sec-Treas. 

Products/Services:  Oilwell  drilling  contractor.  Rig  1 - Cooper  550, 
2700m;  rig  2 - Cardwell  M200, 1200m;  rig  3 - Superior  700,  3000m;  rig 
4 - Cooper  650,  2400m;  rig  5 - Ideco  HB30,  2000m;  rig  7 - Duggan  DS- 
5,  2000m;  rig  8 - Mac  400,  220  rig  9 - Mac  400,  2000m;  rig  1 0 - Walker- 
Neer  2000,  1050m. 

Leross  Oilfield  Service  International  Ltd. 

Box  48074,  Midlake  P.O. 

Calgary,  AB  T2X  3C7 
Phone:  (403)256-7623 
Fax:  (403)  256-7680 

Contacts:  Ross  T.  O’Shea,  Pres. 

Sheila  K.  O’Shea,  Sec.-Treas. 

Products/Services:  Consulting  services. 

Leross  Oilfield  Service  Ltd. 

Box  48074,  Midlake  P.O. 

Calgary,  AB  T2X  3C7 
Phone:  (403)256-7623 
Fax:  (403)  256-7680 

Contacts:  Ross  T.  O’Shea,  Pres. 

Sheila  K.  O’Shea,  Sec-Treas. 

Products/Services:  Drilling  equipment  sales  and  rentals;  camp 
equipment  rentals.  New  and  used  drilling  equipment;  rental  of  propane 
and  electric  camps. 
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The  source  you  can  depend  on. 

Since  1937  fast  accurate  information,  statistics, 
trends  and  industry  opinion  have  made  the  DAILY  OIL 
BULLETIN  the  one  source  the  oil  industry  can  depend 
on  to  stay  on  top  of  the  market. 

Every  day  the  BULLETIN  reports  on  exploration  in 
Canada  and  around  the  world,  reports  on  government 
news,  land  sales,  and  important  late  breaking  stories  be- 
hind the  headlines. 

The  Drilling  Report  keeps  daily  track  of  all  well 
drilling  in  Canada  from  start  to  completion.  Monthly 
and  quarterly  statistics  on  industry  expenditures, 
land  sales,  drilling  activity  and  production  are  all 
part  of  the  total  information  available  from  the 
industry’s  most  used  newsletter. 

Become  one  of  the  informed  - write  or  phone  for  sub- 
scription information.  Calgary:  (403)  244-6111. 

Fax:(403)245-8666 


For  Further  Information 

Call  Toll  Free 


Canada  1-800-368-7742 
U.S.  1-800-387-0273 


& Daily  Oil  Bulletin 


Member  of  Southam  Energy  Group 
300, 999  - 8 St.  S.W.,  Calgary,  Alberta  T2R  1 N7 
• Canadian  Oil  Register  • Daily  Oil  Bulletin  • Oil  and  Gas 
Statistics  Quarterly  • Rig  Locator  • Energy  Analects 
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Leyen  Oilwell  Servicing  Ltd. 

6302  - 53  Ave. 

Lloydminster,  AB  T9V  2E2 
Phone:  (403)875-5278 
Fax:  (403)  875-6402 

Contacts:  Keith  Leyen,  Pres. 

Products/Services:  Twenty-one  (21)  service  rigs  capable  of  oil  and 
gas  well  completions,  abandonments  and  workovers  to  a depth  of 
2630m.  Boilers  and  steamers;  rental  services  available;  complete 
oilfield  trucking. 


Liberty  Boilers  & Mechanical 
Services  Inc. 

3302  - 3 Ave.  South 
Box  555 

Lethbridge,  AB  T 1 J 3Z4 

Phone:  (403)327-3921 

Fax:  (403)  328-5794 

Contacts:  Rick  Johnson,  Welding  Supt. 

Kirk  McNab,  Mech. Supt. Sis. 

Products/Services:  Boilerand  pressure  vessel  manufacturers.  Pressure 
welding  contractors  - quality  control  plant;  mechanical  contractors; 
chemical  water  treatment  and  acidizing. 


Lindsey  Construction  (1980)  Ltd. 

Box  507 

Slave  Lake,  AB  TOG  2A0 
Phone:  (403)  849-3698 
Fax:  (403)  849-3597 

Contacts:  Art  Smith,  Gen. Mgr. 

Tim  Lindsey,  Pres. 

Products/Services:  Oilfield  road  and  lease  construction;  plant  sites; 
general  earth  moving. 

Lister  Industries  Ltd. 

7410-68  Ave. 

Edmonton,  AB  T6B  0A1 
Phone:  (403)468-2040 
Fax:  (403)  469-0383 

Contacts:  Don  Rowland,  Pres. 

Products/Services:  Manufacturing  and  repair.  Rig  mats;  road  mats; 
boilers;  air  heaters  and  snow  melters. 


Lory  Oilfield  Rentals  (1987)  Ltd. 

6510-  100  St. 

Edmonton,  AB  T6E  3X5 

Phone:  (403)434-8771 

Fax:  (403)  434-8775 

Contacts:  Ken  Meidinger,  Equipment  Mgr. 

Marcel  Camenzind,  Shop  Frmn. 
Products/Services:  Rental  of  oilfield  equipment. 


LTV  Energy  Products  Company  Limited 

700,  400  - 5 Ave.  S.W. 

Calgary,  AB  T2P  0L6 
Phone:  (403)298-0800 
Fax:  (403)  237-6451 

Contacts:  Gordon  R.  Schnell,  Pres. 

Eric  E.  Gould,  Vice-Pres.Optns. 

Products/Services:  LTV  Energy  Products  Company  Limited  is  a 
leader  and  partner  in  servicing  the  equipment  and  technical  needs  of  the 
oil  and  gas  industry  and  a manufacturer  and  supplier  of  drilling  machinery 


and  sub-surface  pumps  and  parts.  Complete  line  of  OCTG,  line  pipe, 
coatings,  FRP  pipe,  steel  valves,  fittings  plus  related  drilling,  production 
and  gas  well  needs. 

Lynx  Tool  Company  Ltd. 

406  - 22  Ave. 

Box  210 

Nisku,  AB  T0C2G0 
Phone:  (403)955-8971 
Fax:  (403)  955-7323 

Contacts:  Warren  R.  Jones,  Pres. 

Jerry  Myck,  Optns.  Mgr. 

Products/Services:  Manufacture,  sale  and  rental  of  downhole  drilling 
tools;  custom  machining;  repair  facilities;  manufacture  of  Lowe  plug 
valves.  Drill  collars  (steel  and  nonmagnetic);  rotary  reamers;  stabilizers; 
Hevy-Wall  drill  pipe;  rotary  substitutes;  beam  mounted  gas  compressors; 
metal  to  metal  seat  plug  valves. 

Mac-Chem  Industries  Limited 

8716-51  Ave. 

Edmonton,  AB  T6E  5E8 
Phone:  (403)468-1313 
Fax:  (403)  466-5803 

Contacts:  C.W.  Anderson,  Exec.Off. 

Products/Services:  Pumps;  fluid  exchangers;  centrifugal  pumps;  valves; 
air  separators. 

MacKenzie  Caterers  (1984)  Ltd. 

14410- 118  Ave. 

Edmonton,  AB  T5L  2M5 

Phone:  (403)454-4524 

Fax:  (403)  452-2924 

Contacts:  Douglas  Merrick,  Sec-Treas. 

John  Merrick,  Pres. 

Products/Services:  Camp  caterers  for  oil  rigs  etc. 

Macleod  Dixon 

3700,  400  - 3 Ave.  S.W. 

Calgary,  AB  T2P  4H2 

Phone:  (403)  267-8222 

Fax:  (403)  264-5973 

Contacts:  William  H.  Bonney,  Partner. 

Val  Mirosh,  Partner. 

Products/Services:  Legal  services. 

Mactronic  Ltd. 

Box  621 

Red  Deer,  AB  T4N  5G6 
Phone:  (403)342-1822 
Fax:  (403)  340-8560 

Contacts:  Greg  Handford,  Gen. Mgr. 

Ron  Stephansson,  Proj.Mgr. 

Products/Services:  Mactronic  Ltd.  is  a manufacturing  and  design 
company  specializing  in  flare  disposal  equipment  for  the  oil,  gas,  petro- 
chemical and  bio-gas  industries.  Complete  engineered  flare  packages 
are  provided.  Flare  stacks;  smokeless  burners;  ignitor  systems;  knock 
out  drums  and  controls;  ultra  violet  ground  level  flame  monitors. 

Malibu  Engineering  Ltd. 

1000,  744 -4  Ave.  S.W. 

Calgary,  AB  T2P  3T4 
Phone:  (403)237-0909 
Fax:  (403)  237-0928 
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Contacts:  Garry  Perry,  P.Eng.,  Pres. 

Richard  Wilkie,  Mktg.SIs.Mgr. 

Products/Services:  Engineering  software  for  drilling  completions  and 
directional  drilling.  Consulting  engineering  for  drilling,  completions,  joint 
interest  negotiations  and  reservoir  engineering.  Drillpak  - PC  based 
drilling  information  and  management  system;  Servicepak  - PC  based 
completions  and  workover  software;  3D-drilling  - visual  representation 
of  multiple  wellbore  traces  using  rotation,  zooming,  and  layering. 


Maloney  Steel  Ltd. 

8825  Shepard  Road  S.E. 

Box  5069,  Stn.  A 
Calgary,  AB  T2H  1X1 
Phone:  (403)279-5000 
Fax:  (403)  279-2068 

Contacts:  Don  W.  Krusky,  Vice-Pres.Bus.Dev. 

Bob  Calkins,  Tech.SIs.Rep. 

Products/Services:  Maloney  offers  design,  fabrication,  installation 
supervision,  startup  and  troubleshooting  services  for  the  complete 
range  of  oil  and  gas  production  equipment  and  processing  plants.  Skid 
mounted  packaging  and  modularization  are  utilized  to  simplify  installation 
and  minimize  costs  and  timing.  Heaters;  separators,  dehydrators,  oil 
emulsion  treaters;  free  water  knockouts;  coalescers;  precipitators; 
production  systems;  gas  sweetening  units,  hydrocarbon  recovery  plants, 
custom  designed  processing  packages  and  pressure  vessels. 

(See  our  advertisement  on  inside  front  cover) 


Maritime  Steel  Rolling  Ltd. 

7127  Fairmount  Dr.  S.E. 

Calgary,  AB  T2H  0X6 
Phone:  (403)252-3450 
Fax:  (403)  255-6645 

Contacts:  Syd  Maskey,  Exec. Off. 

Colin  Maskey,  Export  Mgr. 

Products/Services:  Rolling  angle  iron;  pipes  of  all  kind;  oilfield 
fabrication;  structural  steel;  internal  pipe  coating. 

Mark  Fyhn  Enterprises  Ltd. 

4608  - 6A  St.  N.E. 

Calgary,  AB  T2C  4B5 
Phone:  (403)276-9129 
Fax:  (403)  230-2993 

Contacts:  Mark  Fyhn,  Pres. 

Products/Services:  Sales,  service,  rentals  of  all  terrain  vehicles.  T rack 
vehicles  - off  road;  wheeled  vehicles  - off  road. 


Mar-Quinn  Industries  Ltd. 

4401  - 61  Ave. 

Box  3209 

Leduc,  AB  T9E  6L9 
Phone:  (403)986-7805 
Fax:  (403)  986-2854 

Contacts:  Robert  J.  Martin,  Pres. 

Martin  Daryl  W.,  Treas. Purchaser. 

Products/Services:  Manufacture  and  engineerpressure  vessels,  piping 
systems,  line  heaters. 


Martin  Decker  Totco 

15,  2916-5  Ave.  N.E. 
Calgary,  AB  T2A  6K4 
Phone:  (403)569-2050 


Fax:  (403)  569-2079 

Contacts:  Ed  Thorne,  Exec. Off. 

Products/Services:  Oilfield  tools;  downhole  survey  equipment;  chokes; 
weight  indicators;  fluid  and  pressure  gauges;  depthometers. 


Martin  Petroleum  & Associates 

500,  808  - 4 Ave.  S.W. 

Calgary,  AB  T2P  3E8 
Phone:  (403)264-5379 
Fax:  (403)  262-3589 

Contacts:  Ian  Martin,  Mgng. Partner. 

Angela  Smith,  Off.Mgr. 

Products/Services:  Petroleum  engineering  consultants.  Provides 
complete  range  of  reservoir  engineering,  oil  and  natural  gas  marketing 
and  reservoir  geological  consulting  services  to  the  oil  and  gas  industry. 


Mason  Tools  Ltd. 

2306,  505  - 6 St.  S.W. 

Calgary,  AB  T2P  1X5 
Phone:  (403)262-3050 
Contacts:  L.C.  Mason,  Exec. Off. 

Products/Services:  Combination  bumper,  hydraulic  jar,  shock  subs. 


Master  Flo  Valve  Inc. 

4910-74  Ave. 

Edmonton,  AB  T6B  2H6 

Phone:  (403)468-4433 

Fax:  (403)  469-9853 

Contacts:  Richard  Cove,  Vice-Pres.Gen.Mgr. 

Products/Services:  Manufacture  and  service  oilfield  equipment. 
Production  chokes;  control  valves;  pig  ball  valves;  ball  valves  and 
actuators. 


Masterkote 

A Division  of  Milcorp  Industries  Limited 

2205  - 9 St. 

Box  27 

Nisku,  AB  T0C2G0 
Phone:  (403)955-2466 
Fax:  (403)  955-2858 

Contacts:  Arden  Banasch,  Gen. Mgr. 

Terry  Littlemore,  Mktg.Rep. 

Products/Services:  Internal  and  external  coating  of  oilfield  tubulars, 
potable  water  pipe  systems,  fabricated  pipe,  spooling  and  vessels,  etc. 
Masterkote  is  the  sole  Canadian  applicator  licensee  for  Baker  Hughes 
oilfield  coatings. 


Matt’s  Manufacturing  Ltd. 

8512-44  St.  S.E. 

Calgary,  AB  T2P  2G6 
Phone:  (403)279-9353 
Fax:  (403)236-1535 

Contacts:  Matt  Plesa,  Pres. 

Bob  Stevens,  Optns.Mgr. 

Products/Services:  Wireline  equipment  sales/service  (units-mfg.); 
winches  (skid  units);  oilwell  logging  and  perforating  units;  oilwell 
equipment  and  supplies;  service  rigs;  tanks  - manufacturing;  truck  tool 
boxes;  welding  trucks-mfg.;  lubricating  devices  (lube/fuel  vans)  and 
systems;  drawworks. 
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Max-Well  Testing  Inc. 

Box  72090 

Calgary,  AB  T2V  5H9 
Phone:  (403)251-3030 
Contacts:  Chuck  Gilbert,  Pres. 

Gary  Sproule,  Optns.Mgr. 

Products/Services:  Dynamometer  testing;  fluid  level  determination; 
AWS  pressure  build-up  testing.  Dynamometers. 


McAllister  Petroleum  Services  Ltd. 

107,  2507-  12  St.  N.E. 

Calgary,  AB  T2E  7L5 
Phone:  (403)250-1911 
Fax:  (403)  250-8738 

Contacts:  N.J.  McAllister,  Exec. Off. 

Wille  Still,  Export  Mgr. 

Products/Services:  Oilfield  instrumentation;  wellhead  monitor  probes; 
digital  pressure/temperature  transmitters;  electronic  memory  recorders; 
drillstem  testing  tools;  annulus  casing  packers;  electronic  memory 
probes;  production  packers;  electronic  components. 


G.C.  McCaffrey  & Associates  Ltd. 

145,  251  Midpark  Blvd.  S.E. 

Calgary,  AB  T2X1S3 

Phone:  (403)949-3987 

Fax:  (403)949-2183 

Contacts:  G.C.  (Mac)  McCaffrey,  Pres. 

Products/Services:  Industrial  market  identification  and  analysis; 
industrial  product  feasibility  studies;  government  liaison;  corporate 
representation.  Pipe  fabrication;  extruded  outlet  headers;  heat  exchanger 
ferrules  and  tube  inserts;  barricade  warning  polyethylene  tape. 


McGregor  Construction  Ltd. 

9925  - 62  Ave. 

Edmonton,  AB  T6E  0E7 

Phone:  (403)437-1340 

Fax:  (403)435-1493 

Contacts:  A.W.  (Duff)  Plato,  Gen. Mgr. 

Ernie  Wilson,  Asst.Mgr. 

Products/Services:  Construction  of  high  voltage  power  lines  and 
overhead  service  lines. 


McKinney  Machine  Co.  Ltd. 

9535  - 63  Ave. 

Edmonton,  AB  T6E  0G2 
Phone:  (403)435-2117 
Fax:  (403)  434-3870 

Contacts:  Jim  McKinney,  Exec. Off. 

Products/Services:  Oilfield  production  equipment;  gears;  hydromatics. 


Mendelssohn-Commercial 

Div.  of  Livingston  International  Inc. 

1336,  10123-99  St. 

Edmonton,  AB  T5J  3H1 

Phone:  (403)421-7801 

Fax:  (403)428-6173 

Contacts:  Roger  S.  Russell,  Vice-Pres. 

K.W.  (Ken)  Gressel,  Br.Mgr. 

Products/Services:  In  addition  to  customs  brokerage  on  import  and 
export  items  and  convention  and  trade  show  services,  our  services 


include  duty  and  sales  tax  refund  claims,  duty  remission  applications, 
customs  consulting  and  securing  rulings. 


Mettron  Proving  & Calibration  Service 
(1984)  Ltd. 

806,  805  - 8 Ave.  S.W. 

Calgary,  AB  T2P1H7 
Phone:  (403)262-4217 
Contacts:  R.J.  Westmore,  Pres. 

H.H.  Westmore,  Optns.Mgr. 

Products/Services:  Meter  proving  and  calibration  in  the  field.  Design 
and  fabrication  of  proving  equipment.  Mobil,  bi-directional  pipe  provers. 

M-l  Drilling  Fluids  Canada,  Inc. 

400,  500  - 4 Ave.  S.W. 

Calgary,  AB  T2P  2V6 
Phone:  (403)290-5300 
Fax:  (403)  290-5323 

Contacts:  Ihor  Mazuryk,  Pres. 

Stan  Cordingley,  Contr. 

Products/Services:  Oilwell  drilling  fluids  (water  and  oil  based); 
completions;  fluid  and  corrosion  control  products;  engineering  and 
service  personnel.  Weighting  agents;  clays;  thinners;  fluid  loss  control 
agents;  oil  mud  products;  lost  circulation  materials;  chemicals. 


Micrologic  Limited 

12a,  4101  - 19  St.  N.E. 

Calgary,  AB  T2E  7C4 
Phone:  (403)250-2911 
Contacts:  Robert  Atkins,  Pres. 

Products/Services:  Electronics  engineering  consultants;  R & D services; 
contract  electronics  design,  development  and  manufacturing. 


Midfield  Supply  Ltd. 

Box  1237 

Brooks,  AB  T0J  0J0 
Phone:  (403)  362-3800 
Fax:  (403)  362-6762 

Contacts:  Dan  Endersby,  Pres. 

Ron  Brown,  Sis. Mgr. 

Products/Services:  Sales  and  service  of  production  and  drilling  and 
servicing  equipment.  Valves  - Trueline;  Wheatley;  Streamflo;  Nutron; 
Float  equipment;  Baker;  Topco;  Weatherford;  weld  and  forged  fittings; 
fibreglass  pipe  and  fittings;  Harbison-Fischer;  bottom  hole  pumps. 


Milco  Machining  & Manufacturing 

10319-  65  Ave. 

Edmonton,  AB  T6H  1V1 
Phone:  (403)436-5663 
Fax:  (403)  430-9069 

Contacts:  Ivan  Milicevic,  Exec.Off. 

Products/Services:  Custom  machining;  oil  and  gas  equipment;  moulds 
and  dies. 


Milcorp  Industries  Limited 

2201  -9  St. 

Box  670 

Nisku,  AB  T0C2G0 
Phone:  (403)  955-2446 
Fax:  (403)  955-3372 


-44- 


1992 


I 


Company  Profiles 


T 


Contacts:  Dennis  G.  Miller,  Exec.Vice-Pres.CEO. 

Barry  G.  Wasney,  Vice-Pres. Fin. Admin. 
Products/Services:  Diversified  oilfield  services  including  transportation, 
pipe  inspection,  industrial  and  oilfield  coatings,  pipe  storage  and  handling 
and  O.C.T.G.  materials  management.  Real  estate  holdings  and 
development.  Member  of  Petroleum  Services  Association  of  Canada. 
Masterkote  Division  is  the  sole  Canadian  applicator  licensee  for  Baker 
Hughes  oilfield  coatings. 


Milepost  Oilfield  Services  Ltd. 

Box  6,  Site  6,  R.R.  1 
St.  Albert,  AB  T8N  1M8 
Phone:  (403)459-1030 
Fax:  (403)  458-6377 

Contacts:  Dwayne  Bendfeld,  Pres. 

Stan  Dean,  Off. Mgr. 

Products/Services:  Portable  concrete  dike  systems;  above-ground 
containment  systems. 

Miller  Oilfield  Hauling 
A Division  of  Milcorp  Industries  Limited 

2201  - 9 St. 

Box  670 

Nisku,  AB  T0C2G0 
Phone:  (403)  955-2266 
Fax:  (403)  955-3372 

Contacts:  Dennis  G.  Miller,  Exec.Vice-Pres.  CEO. 

J.  Dave  LeMaistre,  Cust.Serv. 

Products/Services:  Complete  oilfield  transportation  services;  pipe 
storage  and  handling;  rail  receiving  and  expediting  throughout  North 
America;  transportation  management;  equipment  rental.  Total  spectrum 
of  oilfield  equipment  tractor  trailers  including  hot-shot,  single  and 
tandem  axle  tractors,  winch  trucks,  cherry  pickers,  bed  trucks  of  ail 
sizes.  Support  equipment  including  numerous  trailer  designs  with 
varied  capabilities,  cranes,  forklifts,  cats. 


Millway  Industries  Ltd. 

1155B-44  Ave.  S.E. 

Calgary,  AB  T2G  4X4 
Phone:  (403)287-2430 
Fax:  (403)  243-8748 

Contacts:  John  Conway,  Exec. Off. 

Al  MacMillan,  Export  Mgr. 

Products/Services:  Wellhead  equipment;  pipeline  flanges;  spindles; 
brake  drums;  pumpjack  parts;  downhole  tools;  valves;  trailer  parts. 


Milne  & Craighead  Customs  Brokers 
(Canada)  Ltd. 

19  FI.,  112-4  Ave.  S.W. 

Calgary,  AB  T2P  0H3 

Phone:  (403)263-7856 

Fax:  (403)  265-3299 

Contacts:  Alan  R.  Phillips,  Nat’I.SIs.  & Mktg. 

Paul  J.  Arnauld,  Spec.Proj.Mgr. 

Products/Services:  Customs  broker;  consulting  services;  cargo 
insurance;  freight  forwarding. 


Milpark  Drilling  Fluids 
A division  of  Baker-Hughes  Canada  Inc. 

600,  736  - 8 Ave.  S.W. 

Calgary,  AB  T2P1H4 


Phone:  (403)269-6971 
Fax:  (403)  262-3875 

Contacts:  Greg  Steger,  Area  Mgr. 

Brian  Dick,  Eng. Mgr. 

Products/Services:  Drilling  and  completion  fluids;  technical  sales  and 
service;  oil  and  water  base  chemical  additives. 

M & J Oilfield  Services  Co.  Ltd. 

Box  523 

Provost,  AB  T0B  3S0 
Phone:  (403)753-2731 
Fax:  (403)  753-6061 

Contacts:  John  Sullivan,  Owner  Mgr. 

Marvin  Sullivan,  Owner  Mgr. 

Products/Services:  Hauling  of  crude  oil  and  salt  water. 

Mocoat,  A Div.  of  MVW  Holdings  Ltd. 

Box  550,  Stn.  T 

Calgary,  AB  T2H  2H1 

Phone:  (403)236-7733 

Fax:  (403)  236-7667 

Contacts:  Randy  Schaetzle,  Gen. Mgr. 

Products/Services:  High  performance  field  applied  coatings;  fiberglass 
lining;  roof  restoration;  custom  fiberglass  fabrication;  fiberglass  repairs 
and  sandblasting.  Conical  wellhead  shelters;  rectangular  wellhead 
shelters;  fiberglass  buildings. 

Monenco  Consultants  Limited 

400,  801  - 6 Ave.  S.W. 

Calgary,  AB  T2P  3W3 
Phone:  (403)298-4170 
Fax:  (403)298-4125 

Contacts:  R.J.  Clark,  Sr. Vice-Pres. Proc. 

K.A.  Buck,  Mgr. Mktg.  & Proc. 

Products/Services:  Monenco  engages  in  five  main  lines  of  business: 
power  (thermal,  hydro,  powersystems,  mining,  management  consulting); 
process  industries  (oil,  gas  and  petrochemical,  resource  and 
manufacturing);  systems  technology  (information  systems,  automated 
mapping/facilities  management/geographic  information  systems,  radio 
spectrum  management);  environment;  and  infrastructure  (transportation, 
science  and  technology,  communications). 

Moore’s  Engine  Professionals  Ltd. 

2320-32  Ave.  N.E. 

Calgary,  AB  T2E  6T4 
Phone:  (403)250-7555 
Fax:  (403)250-5197 

Contacts:  Ron  Moore,  Pres. 

Ken  Reister,  Contr. 

Products/Services:  Hard  chrome  plating;  crankshaft  and  engine 
machining;  flame  spray  build-up. 

Mountain  Mobile  Communications  Ltd. 

12426-  100  St. 

Grande  Prairie,  AB  T8V  4H8 
Phone:  (403)  539-6086 
Fax:  (403)  539-9905 

Contacts:  Michael  T.  Lett,  Mgr. 

Dennis  W.  Bancesco,  Serv.  Mgr. 

Products/Services:  Sales,  service,  leasing  of  2-way  radio  equipment, 
repeaters,  mobile  telephones.  Motorola  service  shop;  field  service  of 
radios,  alarm  reporting  units,  SCADA  equipment,  NW  Alberta  and  area. 
Motorola  repeaters,  radios,  HT’s;  Barnett  ARU’s;  Yeasu  radio,  HT’s; 
TAD  mobile  telephone  combo  units. 
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Mountain  Rig  & Equipment 
division  of  281586  Alberta  Ltd. 

471 1 - 82  Ave. 

Edmonton,  AB  T6B  0E5 
Phone:  (403)468-1637 
Fax:  (403)468-1753 

Contacts:  H.J.  Buttner,  Pres. 

R.K.  Buttner,  Shop  Supvr. 

Products/Services:  Repair  and  manufacture  of  any  oilfield  equipment 
including  service  rigs,  drilling  rigs,  mud  pumps,  mud  tanks,  etc. 

Mountain  Well  Service 

Box  365 

Nisku,  AB  T0C2G0 
Phone:  (403)  955-8855 
Fax:  (403)  955-2564 

Contacts:  Kai  Kristensen,  Gen. Mgr. 

Lawrence  Fobes,  Optns.Mgr. 

Products/Services:  Oil  and  gas  well  completions  and  workovers. 
Thirty  (30)  service  rigs. 


Movac  Inc. 

5630  - 88  St. 

Edmonton,  AB  T6E  5R8 
Phone:  (403)468-6077 
Fax:  (403)  465-0884 

Contacts:  Lois  Tod,  Exec.Off. 
Products/Services:  Oilfield  equipment. 


Mr.  Glove  & Safety  Ltd. 

9683  - 45  Ave. 

Edmonton,  AB  T6E  5Z8 
Phone:  (403)  436-9660 
Fax:  (403)438-4812 

Contacts:  Terry  Jones,  Gen. Mgr. 

Products/Services:  Safety  equipment,  industrial  clothing,  Hazmat 
equipment. 


Mudco  Services  Ltd. 

810,  715-5  Ave.  S.W. 

Calgary,  AB  T2P  2X6 
Phone:  (403)269-5359 
Fax:  (403)262-1547 

Contacts:  Daniel  R.  Nixon,  Pres. 

Bruce  A.  Eckford,  Gen. Mgr. 

Products/Services:  Drilling  fluid  engineering;  drilling  fluid  products. 

Muis  Controls  Ltd. 

14312-  128  Ave. 

Edmonton,  AB  T5L  3H5 
Phone:  (403)453-5184 
Fax:  (403)  454-8995 

Contacts:  Bill  Muis,  Pres. 

Products/Services:  Supply  of  instrumentation  and  control  equipment 
for  the  oil  and  gas  and  petrochemical  industries. 


Mustang  Engineering  and 
Construction  Limited 

1203 -8A  St. 

Nisku,  AB  T0C2G0 


Phone:  (403)955-7899 
Fax:  (403)  955-2751 

Contacts:  Hal  Beauclair,  P.Eng.,  Pres. 

Jim  Ballentine,  Bus. Dev. 

Products/Services:  Pipeline  construction,  earth  moving,  site 
preparation,  site  services  installation,  road  building. 


N2  Services  Ltd. 

2915A-  15  St.  N.E. 

Calgary,  AB  T2E  7L8 
Phone:  (403)297-0915 
Fax:  (403)  297-0901 

Contacts:  Dennis  Moffatt,  Pres. 

Duncan  McIntosh,  Vice-Pres.Gen.Mgr. 
Products/Services:  Provide  nitrogen  pumping  services  to  the  oilfield 
and  industrial/process  sectors.  ‘Non-fired’  nitrogen  pumpers;  ambient 
purge  unit;  bulk  nitrogen  supply. 


Nabors  Drilling  Limited 

1100,  505 -3  St.  S.W. 

Calgary,  AB  T2P  3E6 
Phone:  (403)263-6610 
Fax:  (403)  264-7390 

Contacts:  Terry  L.  Doyle,  Pres. 

W.G.  (Bill)  Luca,  Contracts  Mgr. 

Products/Services:  Oilwell  drilling  contractor.  Presently  operate  twenty- 
two  (22)  drilling  rigs  (diesel-electric  and  mechanical)  ranging  in  depth 
from  1 500  meters  to  7000  meters  in  western  Canada. 


Nalcan  Oilfield  Disposal  Ltd. 

Box  14,  Site  7,  R.R.  2 
Grande  Prairie,  AB  T8V  2Z9 
Phone:  (403)539-5324 
Fax:  (403)  532-6650 

Contacts:  Milton  Fjeld,  Pres. 

Larry  Jobson,  Sec. 

Products/Services:  Oilfield  wastes  handling  and  treatment  facility. 


Namco  Machine  & Power  Train  Works  Ltd. 

9145-35  Ave. 

Edmonton,  AB  T6E  5Y1 
Phone:  (403)  463-5602 
Contacts:  Ivan  Vukovic,  Exec.Off. 

Products/Services:  Drive  shafts;  gear  boxes;  chain  drives;  hydraulic 
packoff  heads;  blowout  preventer  dossers,  hydraulic;  shock  tools;  rig 
components;  custom  machining;  sprockets. 


Natco  Canada 

Box  850,  Stn.  T 

Calgary,  AB  T2H  2H3 

Phone:  (403)236-1850 

Fax:  (403)  236-0488 

Contacts:  Leon  Wehmeyer,  Exec.Off. 

Products/Services:  Oil/gas  separators;  production  heaters;  water 
process  equipment;  steam  generators. 


National  Oilwell  Canada  Ltd. 

1010,  800-6  Ave.  S.W. 

Calgary,  AB  T2P  3G3 
Phone:  (403)262-9501 
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Fax:  (403)262-9166 

Contacts:  J.  Robertson,  Tech. Sis. -Drlg. Equip. 

B.  Fetterman,  Mgr.Welihead  Sys. 

Products/Services:  Manufacturing,  engineering,  production  and  drilling 
machinery  service.  Drilling  machinery;  production  equipment;  wellheads; 
valves;  subsurface  pumps;  multiplex  pumps;  tubular  goods;  sucker  rods. 

National  Petroleum  Show 

1450  Don  Mills  Rd. 

Don  Mills,  ON  M3B  2X7 
Phone:  (416)442-2021 
Contacts:  Judy  Hurd,  Show  Mgr. 

Ward  Brandow,  Show  Co-ord. 

Products/Services:  Trade  show  production. 

(See  our  advertisement  on  page  IX) 

Nelson  Machinery  Company  Ltd. 

10552-  119  St. 

Edmonton,  AB  T5P  3X6 
Phone:  (403)483-2796 
Fax:  (403)  484-7832 

Contacts:  Joe  Brochu,  Br.Mgr. 

Products/Services:  New  and  used  equipment  for  mining,  pulp  and 
paper  and  petroleum  industries. 


New  Concept  Drafting  Ltd. 

1120,  717-7  Ave.  S.W. 

Calgary,  AB  T2P  0Z3 
Phone:  (403)233-7770 
Fax:  (403)  233-7785 

Contacts:  Paul  Hamonic,  Pres. 

Daniel  Unrau,  Off. Mgr. 

Products/Services:  Computer-aided  drafting,  AutoCAD  and  CADPIPE 
training,  plotting  and  scanning  services.  CADPIPE  (piping  design 
software). 


Newalta  Corporation 

400,  333-  11  Ave.  S.W. 
Calgary,  AB  T2R  1 L9 


Phone:  (403)266-6556 
Fax:  (403)  265-9034 

Contacts:  O.C.  (Owen)  Pinnell,  Pres. 

J.W.  (John)  Knoeck,  Reg. Mgr. 

Products/Services:  Waste  management  services  - packaging, 
transportation  and  disposal  of  waste  material.  Processing  and  disposal 
services  - production,  reclamation,  custom  treating,  water  disposal, 
oilfield  processing. 


Newman  Hattersley  Ltd. 

1 , 9738  - 51  Ave. 

Edmonton,  AB  T6E  0A6 
Phone:  (403)434-8521 
Fax:  (403)  434-4289 

Contacts:  Guy  Mersereau,  Mktg.Dir. 

Frank  Lent,  Sis. 

Products/Services:  Manufacturer  of  valves  (gate,  globe,  check,  plug, 
ball,  eccentric  plug,  bellows,  Denso  anti-corrosion  system). 


Nickle’s  Oil  and  Gas 
Statistics  Quarterly 

300,  999  - 8 St.  S.W. 

Calgary,  AB  T2R1N7 
Phone:  (403)244-6111 
! Fax:  (403)  245-8666 
| Contacts:  Ward  Brandow,  Vice-Pres.West. 

Rick  Charland,  Publisher. 

Products/Services:  Compiled  quarterly,  this  publication  is  a review 
and  analysis  of  key  measures  of  petroleum  activity  in  Canada,  compiled 
by  journalists  and  editorial  staff  of  C.O.  Nickle  publications. 


Nilex  Geotechnical  Products  Inc. 

3448  - 93  St. 

Edmonton,  AB  T6E  4S8 
Phone:  (403)463-9535 
Fax:  (403)463-1773 

Contacts:  Murray  Banting,  Mktg.Mgr. 

Products/Services:  Geotextiles,  geomembranes,  geogrids,  erosion 
control,  gabions,  wick  drains,  prefabricated  drains. 


Nickle’s 

Oil  and  Gas  Statistics  Quarterly 

.....  provides  all  the  numbers  you  need  to  see  where  industry  is  headed  and 
who  are  the  most  active  and  successful  players. 

Statistics  Quarterly  provides  company  information  on  cash  flow,  profits,  production 
and  reserves  and  industry-wide  statistics  on  production,  pipeline  shipments, 
prices,  drilling,  land  purchases  and  seismic  activity. 


& 

5 

V 


For  more  information  contact: 

The  Sou t ham  Energy  Group,  300, 999  - 8 Street  SW,  Calgary,  AB  T2R  IN 7. 
Ph.(403)244-6111. 
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Nisku  Rig  Repair 

Box  56 

Nisku,  AB  TOC  2G0 
Phone:  (403)955-2128 
Fax:  (403)  955-2082 

Contacts:  D.  Clark,  Exec. Off. 

Products/Services:  Oilfield  parts;  drawwork  parts;  hydromatic  pieces. 

Nomoco  Corporation 

Box  6906,  Stn.  D 
Calgary,  AB  T2P2G1 
Phone:  (403)253-0222 
Contacts:  H.R.  Herron,  Pres. 

Brad  Banister,  Optns.Mgr. 

Products/Services:  PH  and  corrosion  control  monitoring  for  drilling 
rigs  during  critical  periods  of  H2S.  Monitoring  equipment  - probes, 
charts,  etc. 

Norseman  Shelters  Ltd. 

3500  - 7 St.  S.E. 

Calgary,  AB  T2G  2Y8 
Phone:  (403)287-3185 
Fax:  (403)287-2219 

Contacts:  Terry  Dean,  Exec. Off. 

Products/Services:  Portable  industrial  buildings;  drilling  rig  winterizing. 

North  American  Construction  Group 

1 6745  - 1 1 1 Ave. 

Edmonton,  AB  T5M  2S4 

Phone:  (403)484-7171 

Fax:  (403)  489-4295 

Contacts:  Mike  Yakemchuk,  Mgr.Bus.Dev. 

Products/Services:  Site  preparation  and  development;  underground 
utilities;  pile  driving  and  caisson  drilling;  oil  and  gas  pipeline. 

North  American  Moving  & 

Storage  (Calgary) 

12,  6130 -4  St.  S.E. 

Calgary,  AB  T2H  2B6 
Phone:  (403)252-5531 
Fax:  (403)  252-8261 

Contacts:  T.C.  (Terry)  Young,  Corp.SIs. 

L.W.  (Les)  Assels,  Gen. Mgr. 

Products/Services:  High  value  product,  residential  and  corporate 
office  relocations  to  and  from  all  points  Canada,  U.S.A.  as  well  as 
international. 

North  Atlantic  Machinery 

3820  - 93  St. 

Edmonton,  AB  T6E  5K6 
Phone:  (403)450-4961 
Fax:  (403)  450-4709 

Contacts:  Rick  Morcom,  Exec.Off. 

Products/Services:  Oilfield  drilling  equipment. 

Northern  Air  Charter  (P.R.)  Inc. 

Box  1288 

Grimshaw,  AB  T0H  1W0 
Phone:  (403)624-1911 
Fax:  (403)624-1155 

Contacts:  Rob  King,  Pres. 

Products/Services:  Domestic  and  international  aircraft;  charter  services; 
air  ambulance;  crew  changes;  air  cargo  and  remote  operations  support. 


One  DHC-6  Twin  Otter;  one  PA-31  T Cheyenne;  one  PA-31  Navajo;  one 
PA-23  Aztec;  one  C-185. 

Northstar  Drillstem  Testers 
a div.  of  Mandarin  Oilfield  Service  Ltd. 

Box  6956,  Stn.  D 
Calgary,  AB  T2P  2G2 
Phone:  (403)249-8686 
Fax:  (403)  265-6776 

Contacts:  Diana  Schick,  Pres. 

Products/Services:  Drillstem  testing  of  oil  and  gas  wells.  Inflate 
drillstem  testing  equipment;  conventional  drillstem  testing  equipment. 

Northwell  Rentals  Ltd. 

6820-  103  St. 

Edmonton,  AB  T6H  2J2 
Phone:  (403)437-7469 
Fax:  (403)  436-8988 

Contacts:  Allan  Sawin,  Vice-Pres. 

Products/Services:  Rental  of  specialized  equipment  for  workovers, 
completions,  servicing  and  abandonment  of  oil  and  gas  wells.  Drill  pipe; 
power  swivels;  drill  collars;  subs;  casing  scrapers;  power  tongs;  fishing 
tools;  light  plants;  re  spoolers  and  other  related  equipment. 

Northwest  Pipe  & Supply  Co.  Ltd. 

2 FI.,  5915-  1 A St.  S.W. 

Calgary,  AB  T2H  0G4 
Phone:  (403)253-4461 
Fax:  (403)  259-8350 

Contacts:  Ty  DeBelser,  Vice-Pres. 

Brian  Schraeder,  Sis. Mgr. 

Products/Services:  Oilfield  supply,  service,  manufacturing,  trucking. 
Oil  Country  tubulars;  line  pipe;  separators;  dehydrators;  treaters;  storage 
tanks;  wellhead  equipment;  pump  jacks;  valves;  rig  supplies. 

Nortruck  Mfg.  & Dist.  Ltd. 

7,  1231  -36  Ave.  N.E. 

Calgary,  AB  T2E  6N6 
Phone:  (403)250-5355 
Fax:  (403)  250-9371 

Contacts:  Robert  Grant,  Pres. 

Terry  Ruttan,  Vice-Pres. 

Products/Services:  Custom  fabrication  of  service  truck  bodies  and 
canopies.  Distributors  of  Weatherguard  tool  boxes,  ladder  racks  and 
van  interiors.  Custom  trailers  and  flat  decks,  for  most  of  the  major  utility 
companies  in  Calgary  and  surrounding  areas.  Service  bodies;  flat 
decks;  wireline  bodies;  tool  boxes;  canopies;  tool  canopies;  trailers; 
commercial  cabs;  specialty  shearing  and  forming. 


Norward  Energy  Services  Corp. 

703,  1015 -4  St.  S.W. 

Box  6686,  Stn.  D 
Calgary,  AB  T2P  2E6 
Phone:  (403)290-0264 
Fax:  (403)265-6142 

Contacts:  Grant  Stevens,  Sis. Mgr. 

Terry  Brown,  Mgr.Tech.Serv. 

Products/Services:  Supply  crew  and  equipment  to  conduct  production 
testing  services.  On  land  and  offshore:  specializing  in  the  production 
testing  of  wells  containing  H2S  and  the  providing  of  testing  equipment 
builtforcold  weather  environments.  High  pressure  flow  control  manifolds; 
flow  lines;  oil  or  gas  fired  indirect  line  heaters;  oil  and  gas  separation 
equipment;  oil  and  gas  metering  equipment. 
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Norwest  Labs 

9938  - 67  Ave. 

Edmonton,  AB  T6E  OP5 

Phone:  (403)438-5522 

Fax:  (403)  438-0396 

Contacts:  Erv  Callin,  Mgr.Envmt.Serv. 

John  Ashworth,  Soil  Chemist. 

Products/Services:  Norwest  labs  is  a ful!  service  laboratory  specializing 
in  environmental  soil,  water  and  waste  characterization,  including  results 
interpretations  and  consultations.  Accredited  by  the  Standards  Council 
of  Canada  for  specific  tests. 


Nor’wester  Energy  Systems  Ltd. 

100,  3553-31  St.  N.W. 

Calgary,  AB  T2L2K7 
Phone:  (403)249-3337 
Fax:  (403)249-7910 

Contacts:  Jason  Edworthy,  Pres. 

Mike  Bouns,  Mgr. 

Products/Services:  Renewable  energy  services  including  design, 
engineering,  installation,  retro-fitting,  upgrading,  product  development, 
site  and  resource  assessment,  feasibility  studies,  system  and  project 
design  and  planning,  project  management  and  development.  Wind 
turbines  (50  watt  to  750  kilowatt);  photovoltaic  equipment  and  supplies; 
micro  hydro  equipment;  DC  power  equipment  (batteries,  inverters, 
circuit  breakers,  surge  arrestors,  etc.). 


casing  and  line  pipe.  Separators;  treators;  line  heaters;  pumpjacks; 
engines;  pipe;  valves;  fittings. 


Nusco  Pipe  & Supply  Ltd. 

1130,  140-4  Ave.  S.W. 

Calgary,  AB  T2P  3N3 
Phone:  (403)266-3449 
Fax:  (403)  265-8544 

Contacts:  Fred  A.  Moore,  Pres. 

Greg  J.  Jubb,  Gen. Sis. Mgr. 

Products/Services:  Oilfield  production  equipment  manufacturing;  steel 
tank  manufacturing;  field  erect  tank  service;  engine  parts  and  labor 
service;  oilfield  supply  stores.  Complete  oilfield  tubulars;  coated  line 
pipe;  structural  and  industrial  pipe;  pumpjacks  and  engines;  valves, 
fittings,  etc.;  production  equipment. 


Nutron  Manufacturing  Ltd. 

4318-76  Ave. 

Edmonton,  AB  T6B  2H8 
Phone:  (403)468-2732 
Fax:  (403)  466-7741 

Contacts:  Denis  Gaulin,  Mktg.Mgr. 

Dan  Worley,  Gen. Mgr. 

Products/Services:  Nutron  ball  valves  1/4"  through  4";  Nutron  chokes 
1"  through  3". 


Novacorp  International  Consulting  Inc. 

Box  2535,  Stn.  M 

Calgary,  AB  T2P  2N6 

Phone:  (403)261-5200 

Fax:  (403)  290-6090 

Contacts:  Dale  Richards,  Sr.Vice-Pres. 

Frank  Forte,  Mgr.Eng.Appl. 

Products/Services:  Novacorp  International  Consulting  Inc.  provides 
technologically  advanced  engineering  and  operating  expertise  in  pipeline 
transmission  systems  and  petrochemicals  to  clients  around  the  world. 
Novacorp  is  a wholly  owned  subsidiary  of  NOVA  Corporation  of  Alberta, 
a widely  held,  shareholder-owned  company  operating  internationally 
from  world  headquarters  in  Calgary,  Alberta,  Canada. 


Nowsco  Well  Service  Ltd. 

1300,  801  - 6 Ave.  S.W. 

Calgary,  AB  T2P  4E1 

Phone:  (403)261-2990 

Fax:  (403)  264-7489 

Contacts:  M.C.  Cobbe,  Cdn.Gen.Mgr. 

S.  Baldwin,  Inf  I SIs.Mgr. 

Produets/Services:  Cementing;  fracturing;  coil  tubing;  nitrogen;  carbon 
dioxide;  pipeline  inspection;  industrial  plant  commissioning;  down  hole 
camera  inspection.  Oil  field  pumping  equipment  (cement,  frac,  acid, 
nitrogen);  coiled  tubing  units;  fracture  chemicals;  cement  chemicals. 


Nusco  Manufacturing  & Supply  Ltd. 

1130,  140-4  Ave.  S.W. 

Calgary,  AB  T2P  3N3 
Phone:  (403)266-3449 
Fax:  (403)  265-8544 

Contacts:  Fred  Moore,  Pres. 

Greg  Jubb,  Gen. Sis. Mgr. 

Products/Services:  Manufacturing  of  oilfield  production  equipment 
and  tanks;  supply  stores  (pipe,  valves  and  fittings);  complete  line  tubing, 


Nutter  Engineering 

48  Woodacres  Place  S.W. 

Calgary,  AB  T2W  4W1 
Phone:  (403)531-9910 
Fax:  (403)531-9914 

Contacts:  Brian  Pitchford,  Cdn.SIs.Dir. 

Products/Services:  Design  tower  internals,  trays  and  packed  tower  for 
the  petroleum,  petrochemical,  chemical  and  gas  industry.  Liquid 
distributor  flow  testing.  Nutter  V-grid  and  float  valve  fractionation  trays; 
Nutter  snap-grid  and  Nutt  rings  tower  packings;  Montz  high  efficiency  B 
series  and  BSH  structured  tower  packings;  Nutter  packed  tower  internals. 


OAS  Oilfield  Accounting  Service  Ltd. 

1000,  140-4  Ave.  S.W. 

Calgary,  AB  T2P  3N3 
Phone:  (403)263-2600 
Fax:  (403)  265-6782 

Contacts:  Nancy  Kanuka,  Gen. Mgr. 

Ken  Stothers,  Mktg. 

Products/Services:  Gas  measurement;  production  accounting.  Gas 
volume  statements;  production/revenue  reports. 


Opsco  Industries  Ltd. 

2601  Centre  Avenue  East 

Calgary,  AB  T2A  2L1 

Phone:  (403)272-2206 

Fax:  (403)569-2419 

Contacts:  Brian  S.  Langton,  Mgr.lnt’l  Sis. 

Ashraf  Rajabali,  Mgr.Proc.Des.Mfg. 

Products/Services:  Production  equipment  fabrication;  gas  well 
production  testing;  wireline  - slickline,  non-conductor  braided;  subsurface 
pressure  gauges,  electronic.  Pressure  vessels;  gas/liquid  separators; 
production  heaters;  dehydrators-glycol;  production  testing/metering 
satellites;  water  treatment  and  injection  packages;  pig  receivers  and 
launchers. 
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Orbit  Valve  Canada  Ltd. 

1,  1935-27  Ave.  N.E. 

Calgary,  AB  T2E  7E4 
Phone:  (403)250-7747 
Fax:  (403)  250-5237 

Contacts:  Fred  Buchan,  Pres. 

Jeanette  Hurley,  Admin.Asst. 

Products/Services:  Sales  and  service  of  Orbit  valves  and  actuators 
and  Truseal  valves.  Orbit  rising  stem  ball  valves;  Orbit  actuators; 
Truseal  double  block  and  bleed  plug  valves. 


Orhan’s  Micrographics  & Photomapping  Inc 

940  - 77  Ave.  S.W. 

Calgary,  AB  T2R  0E7 

Phone:  (403)229-9555 

Fax:  (403)228-1997 

Contacts:  Orhan  Ozsezginer,  Pres. CEO. 

E.  Tayfun  Ozsezginer,  Vice-Pres. 

Products/Services:  Aerial  surveys;  photogrammetric  mapping; 
orthophoto;  CAD/CAM  (plotting)  Gerber  4477P  colour  cartographic 
drafting  system,  the  best  plotting  system  in  the  world.  (Wettink,  ballpoint, 
scribe,  optical  photohead  and  colour  Microfilming  and  microfiche  76, 35 
and  1 05mm;  processings  and  duplicating  silverand  diazo  reproductions; 
graphic  arts;  UTM,  metric  base  and  well  maps  for  North  America;  high 
speed  copying,  large  Xerox  36".  Light  tables. 

Otis  Engineering 

1000,  333-5  Ave.  S.W. 

Calgary,  AB  T2P  3B6 
Phone:  (403)231-9400 
Fax:  (403)231-9420 

Contacts:  K.F.  Sharratt,  Div.Mgr. 

J.W.  Gross,  Div.SIs.Mgr. 

Products/Services:  Completion  equipment;  wireline  services; 
completion  service  tools;  bottomhole  pressure  service/electronic  memory 
recorders;  caliper  service.  Production  packers  and  accessories;  flow 
controls;  surface  safety  equipment;  Sub-surface  safety  equipment. 

Oxford  Machine  & Welding  Ltd. 

16715- 114  Ave. 

Edmonton,  AB  T5M  3P9 
Phone:  (403)451-6424 
Fax:  (403)451-3106 

Contacts:  E.  Pombert,  Exec.Off. 

Allan  Vicker,  Export  Mgr. 

Products/Services:  Custom  equipment;  LRT  and  bus  seats;  custom 
machining;  security  shields. 


Pact  Production  Services  Ltd. 

4040  - 78  St.  Cres. 

Red  Deer,  AB  T4P  3E3 
Phone:  (403)347-1865 
Fax:  (403)  343-3870 

Contacts:  Lee  Loeppky,  Pres. 

Bob  Bagshaw,  Fld.Frmn. 

Products/Services:  Contract  oil  and/or  gas  well  and  plant  operators. 
Flat  rate  per  month  or  hourly  basis.  Supervision  for  battery  construction, 
well  workovers,  etc. 

Paladin  Projects  International  Ltd. 

208,  1040-7  Ave.  S.W. 

Calgary,  AB  T2P  3G9 
Phone:  (403)237-9299 
Fax:  (403)  266-5720 


Contacts:  David  Teh,  P.Eng.,  Mgng.Dir. 

Rick  Brill,  P.Eng.,  Sr.Proj.  & Eng. Mgr. 
Products/Services:  Oil  and  gas  consulting  services,  through  a 
consortium  of  Canadian  consultants.  The  company  is  organized  under 
3 technical  divisions  with  20  managers,  providing  services  in  project  and 
engineering,  production  and  operations,  and  exploration  and  exploitation. 
Jointly,  the  consortium  members  have  been  involved  in  projects  in  66 
countries. 


PAMCO 

A Division  of  Enerflex  Systems  Ltd. 

7606  - 40  St.  S.E. 

Calgary,  AB  T2C  2V4 
Phone:  (403)236-1900 
Fax:  (403)  236-2672 

Contacts:  Darrol  W.  Craik,  Br.Mgr. 

Ken  Blimkie,  Parts  Mgr. 

Products/Services:  Supply  of  parts  and  service  to  the  natural  gas 
compression  industry.  Distributor  for:  Waukesha  engines,  Ariel  gas 
compressors,  Dresser  Rand  gas  compressors. 


Pan-Alberta  Gas  Ltd. 

500,  707  - 8 Ave.  S.W. 

Calgary,  AB  T3P  3V3 
Phone:  (403)234-6600 
Fax:  (403)  234-6509 

Contacts:  G.W.  (Scotty)  Cameron,  Pres.  & CEO. 

M.R.  (Marv)  Bradshaw,  Div.Vice-Pres.Mktg. 
Products/Services:  Natural  gas  marketer. 


Park  Ambulance  Service  Ltd. 

Box  55121 , Temple  P.O. 

Calgary,  AB  T1Y6R6 
Phone:  (403)226-0884 
Fax:  (403)  266-0885 

Contacts:  Ken  Muir,  Pres. 

Sharon  Muir,  Vice-Pres. 

Products/Services:  Industrial  nurses;  doctors;  industrial  medics; 
paramedics;  first  aid  attendants;  certified  weather  observers;  radio 
operators;  flight  planning/flight  watch  operators,  for  Canada  and 
overseas.  Industrial  ambulances;  first  aid  trailers/rooms;  medical  clinics; 
medical/first  aid  supplies  and  equipment;  communications  systems; 
meteorological  equipment;  flight  watch  software  and  hardware. 


Parker’s  Machine  Shop  (1976)  Ltd. 

6780  - 65  Ave. 

Red  Deer,  AB  T4P  1A5 
Phone:  (403)346-2495 
Fax:  (403)  347-7050 

Contacts:  Ed  Neilson,  Exec.Off. 

Mark  Pszczolkowski,  Exec.Off. 
Products/Services:  Custom  oil  patch  products. 


Parval  Equipment  Ltd. 

491 1 - 99  St. 

Edmonton,  AB  T6E4Y1 
Phone:  (403)437-2334 
Fax:  (403)  435-041 1 

Contacts:  Ralph  Parsons,  Pres. 

Frank  Atkinson,  Sis. Rep. 

Products/Services:  Exclusive  stocking  distributorforspecialized  control 
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equipment  covering  Alberta,  Saskatchewan  and  N.W.T.  Manual  valves; 
control  valves;  mosaic  control  panels;  flow  meters;  flow  transmitters; 
chemical  feeders;  expansion  joints;  check  valves. 


Pason  Well  Services  Ltd. 

5,  6120  - 11  St.  S.E. 

Calgary,  AB  T2H  2L7 
Phone:  (403)255-3158 
Fax:  (403)  253-9681 

Contacts:  Jim  Hill,  Pres. 

Brian  Taylor,  Design  Mgr. 

Products/Services:  Design  and  manufacture  of  Pit  volume  totalizer 
and  remote  drilling  choke  systems.  Pit  volume  totalizers;  remote  control 
drilling  chokes  and  panels. 

P C L Industrial  Constructors 
Fabrication  Inc. 

2107 -4  St. 

Nisku,  AB  T0C2G0 
Phone:  (403)955-7478 
Fax:  (403)  955-8676 

Contacts:  Jim  Yakemchuk,  Exec.Off. 

Products/Services:  Pipe  spools. 


Pembina  Pump  Ltd. 

Box  6817 

Drayton  Valley,  AB  TOE  0M0 
Phone:  (403)542-4805 
Contacts:  James  Novosch,  Sis. 

Frank  Novosch,  Mgr. 

Products/Services:  Downhole  servicing  - new  and  repairs  to  bottom 
hole  pumps.  Quinn  subsurface  bottom  hole  pumps  (Cdn.  manufacture); 
wellhead  seals;  wellhead  packing;  polish  rods;  pony  rods;  pup  joints; 
misc.  oilfield  supplies. 


Pendemak  Industries  Ltd. 

11231  -37  Ave. 

Edmonton,  AB  T6J  0H4 
Phone:  (403)435-5706 
Fax:  (403)439-8110 

Contacts:  Rod  Mackenzie,  Pres. 

Keith  Mackenzie,  Vice-Pres. 

Products/Services:  Varel  oilfield  drilling  bits. 

Petro  Well  Servicing 

910,  815 -8  Ave.  S.W. 

Calgary,  AB  T2P  3P2 
Phone:  (403)263-2811 
Fax:  (403)261-6803 

Contacts:  John  Niedermaier,  Pres. 

Larry  Gross,  Vice-Pres. 

Products/Services:  Oilwell  and  gaswell  completions;  workover; 
abandonments  and  repair.  Eight  (8)  service  rigs  in  Alberta. 

Petrol  Welding  (1986)  Ltd. 

6333  - 76  Ave. 

Edmonton,  AB  T6B  0A7 
Phone:  (403)469-4366 
Fax:  (403)  469-4366 

Contacts:  Fritz  Zentgraf,  Exec.Off. 

Products/Services:  Full  encirclement  split  tees;  retention  sleeves; 
welding  shop;  pipe  cutting  and  end  repairs;  gas/oil  pipeline  machinery; 
steel  weldments. 


Petroleum  Industry  Training  Service 

13,2115-27  Ave.  N.E. 

Calgary,  AB  T2E  7E4 
Phone:  (403)250-9606 
Fax:  (403)291-9408 

Contacts:  Paul  J.  Schoenhals,  Pres. 

Wayne  C.  Wetmore,  Vice-Pres. 

Products/Services:  Technology  programs  (petroleum  engineering, 
field  production,  drilling  and  well  service,  petroleum  fundamentals 
series);  safety  programs;  environmental  programs;  management 
programs;  career  development  programs  (pre-employment  floorhand, 
correspondence,  gas  plant  operations  certification),  international  training. 


Petroleum  Information  Exchange  (PIX) 

500,  255  - 5 Ave.  S.W. 

Calgary,  AB  T2P  3G6 
Phone:  (403)263-3822 
Fax:  (403)  262-6067 

Contacts:  A.J.  (Tony)  Murphy,  Pres. 

Brian  A.  Robak,  Mktg.Rep. 

Products/Services:  Information  service  to  the  oil  industry.  Complete 
well  card  service  - current  well  information  - Canada.  Canada’s  premier 
commercial  scouting  service.  Data  suppliers  to  Accumap  and  Dexis 
software  systems.  PIX  well  cards  and  maps;  drilling  reports,  statistics, 
well  histories,  core  analysis,  production  reports  on  microfiche;  digital 
land,  well  and  production  database  available  on-line  or  on  magnetic 
tape. 


Petrolite  Canada  Inc.-Tretolite  Division 

6812  R - 6 St.  S.E. 

Calgary,  AB  T2H  2K4 
Phone:  (403)255-9244 
Fax:  (403)255-1020 

Contacts:  F.L.  Weigel,  Gen. Mgr. 

D.S.  Nixon,  Tech. Mgr. 

Products/Services:  Chemical  supply  and  service  for  oil  and  gas 
production  and  processing.  Oilfield  specialty  chemicals  and  system 
analysis;  200%  containment  chemical  storage  and  feed  systems;  gas 
plant  processing  chemicals;  water  treating  equipment  service  and 
supplies. 


Petrowest  Management  Services  Ltd. 

1000,  706-7  Ave.  S.W. 

Calgary,  AB  T2P  0Z1 

Phone:  (403)262-8300 

Fax:  (403)  262-8303 

Contacts:  David  E.  Frizzell,  Mgr.Corp.Dev. 

Joseph  M.  Dow,  Pres. 

Products/Services:  Contract  personnel  including  production/revenue 
accountants,  joint  venture  accountants,  financial/tax  accountants.  Supply 
of  software  designed  to  perform  the  following:  field  data  capture, 
production/revenue  accounting  gas  marketing,  financial/joint  venture 
accounting,  reserves  economic  and  reporting,  purchasing/material 
management. 


Pfizer  Canada  Inc. 

Specialty  Chemicals 

6404  - 6A  St.  S.E. 

Calgary,  AB  T2H  2B7 

Phone:  (403)253-7235 

Fax:  (403)  255-9265 

Contacts:  Colleen  McMechan,  Tech. Sis. Rep. 
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Products/Services:  Pfizer  oil  field  products  division  provides  complete 
technical,  reservoir,  engineering  and  on-site  services  sought  by  the 
industry  to  apply  Pfizers  products  and  technologies  in  the  field.  Floperm 
500,  Gelant  System  - water  shut  off  treatment  for  production  wells; 
Floperm  340/640,  Gelant  System  - permeability  conformance  in  injector/ 
producer  well;  Flocon  4800,  Xanthian  Biopolymer  - mobility  control  and 
profile  modification. 


Phelps  Drilling  International  Ltd. 

1450,  101  -6  Ave.  S.W. 

Calgary,  AB  T2P  3P4 

Phone:  (403)269-2858 

Fax:  (403)  262-2497 

Contacts:  T.V.  Dumont,  Vice-Pres.Fin. 

A.G.  (Art)  Hibbard,  Vice-Pres. Contracts. 
Products/Services:  Oil  and  gas  well  drilling  contractors. 


Phillips  Petroleum  International 
Canada  Ltd. 

2800,  144-4  Ave.  S.W. 

Calgary,  AB  T2P  3N4 
Phone:  (403)298-0429 
Fax:  (403)  264-8441 

Contacts:  Paul  Goehner,  Sis. Eng. 

Products/Services:  Sales  and  service  for  drilling  mud  additives,  cement 
additives,  well  stimulation  chemicals  and  EOR  chemicals.  Drispac” 
polymers;  Soltex”  shale  inhibitors;  DescoR  deflocculants;  Drill-Thin™ 
disperants;  DriscalR  polymers;  Diaseal  MR  lost  circulation  additive; 
DSGAR  polymers;  HER  polymers;  ProdR  polymers  and  chemicals;  DiacelR 
cement  additives. 


Phoenix  Gas  Marketing  Consultants  Inc. 

500,  700  - 4 Ave.  S.W. 

Calgary,  AB  T2P  3J4 

Phone:  (403)262-8065 

Fax:  (403)264-1028 

Contacts:  David  W.  Maffitt,  P.Eng,  Pres. 

Diane  J.  Jonson,  Mgr.Admin. 

Products/Services:  Company  provides  oil  and  gas  marketing  consulting 
services  to  small  producers  and  large  end  users.  Contract  administration, 
negotiation,  drafting  and  evaluations.  Market  strategy  development  and 
research,  transportation  and  gas  removal  permit  applications.  Acquisition 
due  diligence  reviews. 


Pillar  Oilfield  Projects  Ltd. 

502,  550-  11  Ave.  S.W. 

Calgary,  AB  T2R  1M7 
Phone:  (403)266-7070 
Fax:  (403)  233-7802 

Contacts:  J.A.  Samaska,  P.Eng.,  Pres. 

R.J.  Unrau,  C.E.T.,  Gen. Mgr. 

Products/Services:  Field  construction  and  shop  fabrication  of  oilfield 
production  facilities-gas  plants,  compressor  stations,  water  plants, 
heavy  oil  and  steam  facilities. 


Pipetech  Corporation  Ltd. 

534  - 42  Ave.  S.E. 

Calgary,  AB  T2G  1Y6 
Phone:  (403)287-3558 
Fax:  (403)  243-6279 

Contacts:  Bob  Lotwin,  Pres. 

Ken  Davis,  Inside  Sis. 


Products/Services:  Consulting  for  pigging  systems,  procedures,  and 
programs.  Pipeline  pigs  (2"  through  60"),  cup,  scraper,  multi-size, 
brush,  sphere,  and  foam  pigs.  Meter  prover  spheres,  and  non-intrusive 
pig  signals. 


Plains  Perforating  Ltd. 

860,  400  - 5 Ave.  S.W. 

Calgary,  AB  T2P  0L6 
Phone:  (403)262-6306 
Fax:  (403)  266-3960 

Contacts:  Tom  Kusumoto,  Pres. 

Danny  Remenda,  Vice-Pres. 

Products/Services:  Complete  cased  hole  wireline  services,  logging, 
perforating,  swabbing,  9 perforating  units,  1 swabbing  unit,  2 portable 
mast  units  and  2 grease  units,  computer  service,  tubing  conveyed 
perforating. 


Plainsman  Mfg.  Ltd. 

5928  - 99  St. 

Edmonton,  AB  T6E  3N9 

Phone:  (403)435-4807 

Fax:  (403)  435-4546 

Contacts:  Bruce  McDougall,  Exec. Off. 

Products/Services:  Oilfield  rubber  products;  orifice  plates;  chemical 
pumps;  pipe  wipers;  drilling  head  rubbers;  oil  savers;  flange  insulators; 
chemical  injectors;  swab  cups;  foam  pigs. 


PNG  Consultants  Ltd. 

1010,  815-8  Ave.  S.W. 

Calgary,  AB  T2P  3P2 
Phone:  (403)261-4046 
Fax:  (403)  263-3294 

Contacts:  Ed  Kozowy,  Pres. 

Bob  Penny,  Assoc. 

Products/Services:  Reservoir  evaluations;  property  evaluations; 
geological  evaluations;  pressure  transient  analysis. 


Polyquip  of  Canada  Ltd. 

1003F  - 55  Ave.  N.E. 

Calgary,  AB  T2E  6W1 
Phone:  (403)275-1111 
Fax:  (403)  295-7079 

Contacts:  Rick  Barrette,  SIs.Mgr. 

Bob  Snea,  Optns.Mgr. 

Products/Services:  National  wholesale  distributor  of  industrial  and 
construction  equipment  through  dealers  in  all  parts  of  Canada.  Mikase 
compaction  equipment;  Mosa  diesel  welders;  Polyquip  generators  (gas 
and  diesel);  portable  light  towers;  Whiteman  power  trowels  and  mixers; 
Partner  cut  off  saws;  Polyquip  pumps  (gas  and  diesel).  Gerni  pressure 
washers;  Hero  airless  paint  sprayers. 


Polytubes  (West)  Inc. 

162212-  123  Ave. 

Box  3814,  Stn.  D 

Edmonton,  AB  T5L  4J8 

Phone:  (403)452-8375 

Fax:  (403)  452-8397 

Contacts:  Brandon  McCaffery,  SIs.Mgr. 

Jim  McCaffery,  Gen. Mgr. 

Products/Services:  Manufactures  of  polyethylene  pipe  high  density  up 
to  24"  O.D.  and  polyethylene  pipe  for  natural  gas  distribution. 
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Poncho  Well  Servicing  Ltd. 

Box  4623 

Edmonton,  AB  T6E  5G5 
Phone:  (403)437-7066 
Fax:  (403)  436-8988 

Contacts:  Allan  Sawin,  Pres. 

Products/Services:  Workovers,  completions,  maintenance  and 
abandonments  of  oil  and  gas  wells.  Service  rigs  capable  of  working  to 
depths  of  4500  metres. 


Porta-Test  Inc. 

5710-  17  St. 

Edmonton,  AB  T6P1S4 
Phone:  (403)440-1122 
Fax:  (403)440-1129 

Contacts:  Rudy  Kocken,  Exec.Off. 

Len  Rowley,  Export  Mgr. 

Products/Services:  Recycling  separators;  oil  separators;  smokeless 
hydrocarbon  burners;  oil  and  gas  separators;  direct  and  indirect  fired 
line  heaters;  flare  stacks  and  ignitors;  heavy  oil  evaporation  dehydrators. 


Power  Ignition  Consultants  Ltd. 

5973-  103A  St. 

Edmonton,  AB  T6H  2J7 
Phone:  (403)436-9047 
Fax:  (403)436-5136 

Contacts:  Ray  Redpath,  Gen. Mgr. 

Ben  Matijon,  Serv.Mgr. 

Products/Services:  Service  and  supplies  for  natural  gas  industrial 
engines.  Microprocessor  and  magneto  industrial  ignition  systems,  air 
and  gas  starters,  temperature  and  speed  monitoring  devices,  industrial 
spark  plugs  and  accessory  sales  and  service  on  all  the  above. 


Precimax  Mfg.  Ltd. 

9503  - 49  Ave. 

Edmonton,  AB  T6E  5Z5 
Phone:  (403)436-2301 
Fax:  (403)  436-9936 

Contacts:  Morris  Kool,  Exec.Off. 

Products/Services:  4 axis  numerical  controlled  milling;  tool  making; 
valves;  drilling  tools;  wireline  tools;  downhole  tools. 


Precision  Drilling  (1987)  Ltd. 

1600,  144-4  Ave.  S.W. 

Calgary,  AB  T2P  3N4 
Phone:  (403)264-4882 
Fax:  (403)266-1480 

Contacts:  Hank  Swartout,  Pres. 

Alan  Gates,  Sr.Vice-Pres.Optns. 

Products/Services:  Oil  and  gas  drilling  contractor. 

Premier  Propane  Inc. 

9915-56  Ave. 

Edmonton,  AB  T6E  5L7 
Phone:  (403)438-2977 
Fax:  (403)437-1313 

Contacts:  Cliff  Hauer,  Optns.Mgr. 

Domenic  Tassone,  Mgr.Adv.Promotions. 
Products/Services:  Propane  supply  and  service-bulk  propane;  storage 
tanks;  bulk  and  packaged  methanol;  lubricants;  drilling  rigs;  oilfield 
pumpers;  battery  and  oil  tank  heating;  well  testing;  steam  floods;  gen 
sets;  construction  heaters  motor  fuel;  propane  conversions;  camp 
heating  and  cooking;  boilers  and  water  heaters. 


5973  - 103A  Street 
Edmonton,  Alberta 
Canada  T6H  2J7 


Phone: 

Fax: 


(403)  436-9047 
(403)  436-5136 


681 5B  - 40  Street  S.E. 
Calgary,  Alberta 
Canada  T2C  2W7 

Phone:  (403)  236-2115 
Fax:  (403)  236-2147 
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• Industrial  Ignition  Products 

• Digital  Instruments  9 

• Custom  Built  Ignition  Harnesses  % 

c 

• CSA  Approved  Manufacturing  * 

• Thermocouples,  RTD's 

• Microprocessors  g 

> 

- Ignition  Control  Systems  h 

- Governors,  Air  Fuel  Ratio  Controls  > 

- Temperature  Monitors  m 

• Emission  Control  Systems 

• Engine  Starting  Systems 


24  Hour  Emergency  Parts  Service  & Troubleshooting 

• FAIRBANK'S  MORSE  • JOHNSON  MATTHEY  • CHAMPION  • STITT 


Premium  Oilfield  Inspection  Services  Ltd 

1406 -7  St. 

Box  610 

Nisku,  AB  T0C2G0 
Phone:  (403)  955-3380 
Fax:  (403)  955-2822 

Contacts:  Charles  Garvey,  Pres. 

Greg  Reil,  Vice-Pres. 

Products/Services:  Oilfield  inspection  of  new  and  used  casing,  tubing, 
drill  pipe,  drill  collars,  subs  and  handling  equipment,  pipe  straightening, 
tool  joint  refacing,  hardness  testing,  thread  gauging.  Inspection 
equipment;  thread  protectors. 


Presson  Manufacturing  Ltd. 

2103 -8  St. 

Box  146 

Nisku,  AB  T0C2G0 
Phone:  (403)955-2447 
Fax:  (403)  955-8058 

Contacts:  Kelly  R.  Smith,  Exec.Off. 

Products/Services:  Natural  gas  sweetening  system;  hydrocarbon 
dewpoint  control  systems;  heater  and  heater  separator  units;  natural 
gas  dehydration  system;  separation  systems;  shell  and  tube  heat 
exchangers;  airexchanger/coolers;  emulsion  treaters;  custom  pressure 
vessels;  satellite  production  skids;  complete  battery  systems;  water 
injection  systems;  vapour  recovery  systems;  inlet  header  and  manifold 
packages;  pig  traps  and  receivers. 
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Pressure  Tech  Services  Ltd. 

37  Greenview  Cres. 

St.  Albert,  AB  T8N  0S9 
Phone:  (403)458-2099 
Fax:  (403)  458-2099 

Contacts:  Foster  Elder,  Mgr.SIs.Serv. 

Bernadette  Giblin,  Sis. 

Products/Services:  Closed  chamber  drillstem  testing,  complete  on- 
site report  and  analysis. 


Pretec  Wireline  & Production 
Testing  Services  Inc. 

1160,  140-4  Ave.  S.W. 

Calgary,  AB  T2P  3N3 
Phone:  (403)263-8000 
Fax:  (403)  233-9454 

Contacts:  R.B.  McBride,  Pres. 

Vic  Hale,  Gen. Mgr. 

Products/Services:  Slickline  wireline  services,  pressure  recorders 
and  surveys:  production  testing  services,  2 and  3 phase  heated  and  cold 
separators. 


Prime  Brokerage  Consultants  Ltd. 

8 Fir.,  630  - 6 Ave.  S.W. 

Calgary,  AB  T2P  0S8 
Phone:  (403)290-1121 
Fax:  (403)  269-2575 

Contacts:  T.J.  Topak,  Pres. 

R.G.  Ewing,  Sec-Treas. 

Products/Services:  Brokerage  of  seismic  data  and  surveys. 


Priority  Projects  Ltd. 

1603-8  St. 

Box  638 

Nisku,  AB  TOC  2G0 
Phone:  (403)  955-3320 
Fax:  (403)  955-2561 

Contacts:  Gordon  Hougestol,  Pres. 

Brian  Hougestol,  Mgr. 

Products/Services:  Package  oilfield  production  equipment  to  customer 
specifications;  for  sale  or  rent;  service  customer  equipment.  Separators, 
treaters,  heaters,  dehydrators,  gas  boots,  tanks,  fuel  gas  scrubbers, 
flare  stacks,  FWKO’S. 


Process  Industries  Inc. 

803  - 24  Ave.  S.E. 

Calgary,  AB  T2G1P5 
Phone:  (403)266-3400 
Fax:  (403)  269-2594 

Contacts:  Wayne  Malouin,  Pres. 

Products/Services:  Designer  and  manufacturer  of  oil  and  gas 
processing  and  production  equipment.  Pressure  vessels;  treater 
packages;  separator  packages;  dehydrators;  skid  packages. 


Procurement  Dynamics  Consulting 

400,  604  - 1 St.  S.W. 

Calgary,  AB  T2P1M7 
Phone:  (403)233-8181 
Fax:  (403)  233-0858 

Contacts:  Ruthanne  Henderson,  Pres. 

Michael  Reardon,  Vice-Pres.Mktg. 


i 

Products/Services:  Products/services  sourcing.  Computer  based 
vendor/manufacturer  sourcing.  Seminars  to  suppliers  - how  to  deal 
more  effectively  with  buyers  and  purchasing  agents.  Classroom  courses 
to  buyers  - how  to  buy  for  industrial  applications.  Customized  supplier/ 
manufacturer  disks  complete  with  descriptive  and  technical  notes. 
Offshore  procurement  sourcing  specialists. 


Production  Dynamics  Ltd. 

4758  - 14  St.  N.E. 

Calgary,  AB  T2E  6L7 
Phone:  (403)291-5664 
Fax:  (403)291-2077 

Contacts:  Marvin  W.  Hagel,  Pres. 

Richard  I.  Ball,  Gen. Mgr. 

Products/Services:  RepresentativesforGuibersondownholejetpump. 
Paratrol  downhole  heater  system  for  paraffin  controls  problems  by 
maintaining  the  fluid  temperature  above  the  paraffin  Cloud  Point, 
Paratrol  prevents  paraffin  disposition  Guiberson  jet  pumps:  the  Powerlift 
II  can  be  adjusted  to  changing  production  rates  by  simply  adjusting  the 
rate  of  power  fluid  directed  to  the  pump. 


Propak  Systems  Ltd. 

505  East  Lake  Boulevard 
Bag  2 

Airdrie,  AB  T4B  2C3 
Phone:  (403)948-2001 
Fax:  (403)  948-5024 

Contacts:  Rod  A.  McPike,  Pres. 

Pat  J.  Dewey,  P.Eng.,  Vice-Pres.Tech.SIs. 
Products/Services:  Detailed  process  engineering,  shop  fabrication 
and  field  construction  services  for  the  oil  and  gas  processing  industries 
including  Cryogenic  LPG  recovery  technology,  selective  absorption 
amine  systems,  sulphur  recovery  units.  Propak  maximizes  the  use  of 
the  modular  design  concept,  minimizing  overall  project  costs.  The 
facilities  can  be  relocated.  Propak  has  constructed  over  500  processing 
facilities  operating  around  the  world. 


Protec  Mud  Service  Limited 

800,  736  - 8 Ave.  S.W. 

Calgary,  AB  T2P1H4 
Phone:  (403)266-7383 
Fax:  (403)263-1760 

Contacts:  Bob  Outhwaite,  Sis. Mgr. 

Larry  Coston,  Vice-Pres.Gen.Mgr. 

Products/Services:  Supply  and  service  all  types  of  drilling  fluids 
throughout  western  Canada. 


Pro-Tech  Valve  Sales  Ltd. 

4627  - 91  Ave. 

Edmonton,  AB  T6B  2M7 
Phone:  (403)466-4405 
Fax:  (403)469-1293 

Contacts:  Bob  Nolan,  Pres. 

Dave  Embury,  Mgr. 

Products/Services:  Industrial,  oilfield,  petrochemical  valve  supplier. 
DSI;  Kitz;  Powell;  A-C  knife;  Bestobell;  Hamer-Judd;  Guelph;  specialties. 


protective  apparel  inc. 

9146  Yellowhead  Trail 
Edmonton,  AB  T5B1G2 
Phone:  (403)479-4444 
Fax:  (403)474-1110 
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Contacts:  Tom  Starko,  Dir.SIs./Mfg. 

Tim  LeMessurier,  National  Sis. Mgr. 

Products/Services:  protective  apparel  inc.  is  a manufacturer  and 
distributor  of  high  quality,  all  season,  flame  resistant  working  apparel  for 
industries  worldwide.  Productline  consists  of  coveralls;  shirts;  pants; 
jackets;  parkas;  vests  and  bib  overalls.  Flame  resistant  clothing  winter 
and  summer  weights;  supplying  both  Proban  7 A and  Nomex  III. 


Provost  Precision  Machine  Shop 

5324  - 49  Ave. 

Provost,  AB  TOB  3S0 

Phone:  (403)753-2374 

Contacts:  Ernest  Omilusik,  Exec. Off. 

Products/Services:  Machine  shop;  steel  and  iron  products. 


Prowest  Safety  & Environmental 
Services  Ltd. 

1 , 7644  - 49  Ave. 

Red  Deer,  AB  T4P1M4 
Phone:  (403)340-3000 
Fax:  (403)  346-6035 

Contacts:  A.  Rae  Campbell,  Pres. 

H.A.  (Butch)  Morton,  Sis. Mgr. 

Products/Services:  A full  complement  of  sour  gas  safety  services  and 
air  quality  monitoring.  Breathing  protection;  confined  space  entry; 
maintenance  and  construction  site  safety;  mobile  air  monitoring;  gas 
detection;  stack  sampling;  training.  Resuscitators;  gas  detection  systems; 
breathing  apparatus;  light  plants;  air  monitoring  trucks;  safety  trailers; 
ambulances;  fire  trucks;  safety  shower  trucks. 


Prudential  Steel  Ltd. 

Box  1510 

Calgary,  AB  T2P  2L6 

Phone:  (403)267-0300 

Fax:  (403)261-0936 

Contacts:  R.Z.  Calmusky,  Mgr.  O.C.T.G.  Sis. 

R.L.  Wylie,  Mgr.  Line  Pipe  Sis. 

Products/Services:  Manufactures  and  markets  E.R.W.  pipe,  Oil  Country 
tubular  casing  and  tubing  products,  hollow  structural  tube  in  square, 
rectangular  and  round  sections.  Suppliers  of  seamless  Oil  Country 
tubular  goods,  seamless  line  pipe  mechanical  tubing  and  standard  pipe. 
Solidresist  600  (abrasion  resistant  pipe). 


Qsine  Corporation  Limited 

4838  - 32  St.  S.E. 

Calgary,  AB  T2B  2S6 
Phone:  (403)248-9066 
Fax:  (403)273-8133 

Contacts:  Mick  Saruwatari,  Pres. 

Jody  Saruwatari,  Mktg.Vice-Pres. 

Products/Services:  Custom  design  and  engineering  of  hydraulic; 
electronic;  pneumatic  and  mechanical  systems;  manufacture  of  specialty 
equipment  (prototyping);  computer  aided  design  and  drafting;  hydraulic, 
electronic,  pneumatic  and  mechanical  repair  and  rebuild.  Hydraulic  fluid 
handling  systems;  Q-Lift  hydraulic  pumping  unit  (formerly  Hep);  wireline 
draw  works  and  logging  units;  Doal  kit;  Doal  wheel  conversion  kits. 


Qualicase  Ltd. 

1 04B,  9705  Horton  Rd.  S.W. 
Calgary,  AB  T2V  2X5 
Phone:  (403)255-2735 


Fax:  (403)  255-2737 

Contacts:  Bruce  Borstmayer,  Pres. 

Val  Scott,  Off.Mgr. 

Products/Services:  Specialists  in  custom  aluminum  cases,  with  shock 
absorbing  foam  lining;  custom  designed  protective  carry  bags;  welded 
aluminum  cases;  plastic  shell  cases  with  diecut  foam  liners;  distributor 
for  Samsonite  custom  industrial  cases;  custom  metal  fabrication  and 
design. 


Quality  Fabricating  & Supply  Limited 

3751  - 76  Ave. 

Edmonton,  AB  T6B  2S8 
Phone:  (403)468-6762 
Fax:  (403)  468-0995 

Contacts:  Gino  Alessandrini,  Pres. 

Bob  Angerman.P.Eng.,  Vice-Pres. 
Products/Services:  Structural  steel  fabricator. 


Quality  Steel  Foundries  Ltd. 

5807-  103A  St. 

Edmonton,  AB  T6H  2J7 
Phone:  (403)434-7565 
Fax:  (403)  434-7590 

Contacts:  Dwight  Adamic,  Exec. Off. 

Products/Services:  Castings;  valve  bodies;  ground  engaging  tools 
and  parts;  wellhead  parts,  valves  and  components;  pump  housings; 
impellers;  buckets  for  over  burden  chains;  pile  points;  heavy  wall  tubing. 


Quest  Computer  Consultants 

145,  6815 -8  St.  N.E. 

Calgary,  AB  T2E  7H7 
Phone:  (403)275-2775 
Fax:  (403)  295-0732 

Contacts:  A.  Jim  Benedict, P. Eng.,  Pres. 

G.lan  McMillan,  Sis. Mgr. 

Products/Services:  QCC  is  primarily  a consulting,  design,  development 
and  support  organization  in  computer  software  for  small  to  medium 
sized  businesses.  Liquids  Marketing  & Distribution  System 
(T raffic*Quest)  is  a railcar  tracking  and  marketing  program  for  the  LPG 
brokerage  industry.  Liquids  Dispensing  Point-of-Sale  (KARD*QUEST) 
is  a LPG  product  dispensing  station  transaction  polling  program. 


Quinn’s  Oilfield  Supply  Ltd. 

6798  - 52  Ave. 

Box  846 

Red  Deer,  AB  T4N  5H2 
Phone:  (403)347-1128 
Fax:  (403)343-3210 

Contacts:  G.J.(Jim)  Quinn,  Pres. 

Richard  Day,  Mgr.SIs. 

Products/Services:  Sub-surface  sucker  rod  pumps;  manufacture, 

sales  and  repair  service.  Quinn  pumps. 


Rattler  Proving  Co.  Ltd. 

945  Stewart  Dr.  N.W. 

Medicine  Hat,  AB  T1A7C2 
Phone:  (403)527-5451 
Contacts:  Lloyd  Mann,  Pres. 

Products/Services:  Oilfield  instrumentation  and  meter  proving.  Meter 
p rovers;  gas  meters;  meters  fluid  and  gas;  gas  measuring  service; 
instruments  (sales  and  service). 
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Raymac  Surveys  Ltd. 

10,  9715  Horton  Road  S.W. 

Calgary,  AB  T2V2X5 
Phone:  (403)  259-5423 
Fax:  (403)  253-6823 

Contacts:  Raymond  D.  MacDonald, A.L.S.,  Pres. 

D.  Allan  Jamieson,  A.L.S.,  Sec-Treas. 
Products/Services:  Legal,  seismic,  oilfield  and  residential  surveys. 


Red  Flame  Oil  Well  Fire  Fighters 
& Blowout  Specialists  Ltd. 

Box  755 

Red  Deer,  AB  T4N  5H2 
Phone:  (403)343-2012 
Fax:  (403)  885-5303 

Contacts:  Robert  D.  Sayers 
Jared  R.  Sayers 

Products/Services:  Red  Flame  Oil  Well  Fire  Fighters  & Blowout 
Specialists  Ltd.  has  provided  oil  field  safety  and  emergency  services 
since  1979.  Areas  of  expertise  include  blow  out  recovery,  H2S  safety, 
hot  taps  and  cold  taps. 


Red  Wing  Tool  Co.  Ltd. 

Box  6629 

Drayton  Valley,  AB  TOE  0M0 
Phone:  (403)542-3522 
Fax:  (403)  542-4777 

Contacts:  Joe  Rezewski,  Exec. Off. 

Products/Services:  Centralizer;  blowout  preventer;  check  valve; 
pollution  control;  stabilizer;  breakage  tools;  lubricators. 


Reda  Pump  Limited 

904,  333  - 7 Ave.  S.W. 

Calgary,  AB  T2P  2Z1 
Phone:  (403)269-1941 
Fax:  (403)269-2173 

Contacts:  Art  Berg,  Mktg.Mgr. 

Cam  Haworth,  Application  Eng. 

Products/Services:  Manufacture,  service  and  sales  of  electric 
submersible  pumps  and  accessories  for  the  oil  and  gas  industry,  mine 
dewatering,  solution  mining  and  waterwel!  markets.  High  pressure 
surface  and  downhole  booster  pumps.  Electric  submersible  pumps; 
motors;  downhole  gas  separators;  cable;  switchboards;  transformers; 
well  heads. 


Redmont  Equipment  Inc. 

2915A,  15  St.  N.E. 

Calgary,  AB  T2E  7L8 
Phone:  (403)297-0910 
Fax:  (403)  297-0929 

Contacts:  Ervin  Ollenberger,  Vice-Pres.Gen.Mgr. 

Daryl  Christensen,  Sis. Rep. 

Products/Services:  Used  oilfield  service  equipment;  O.P.I.  triplex 
pumps;  Butterworth  Partec  high  pressure  pumps;  Peabody  Myers 
Vactor  industrial  loaders;  ERAD  ratemeters  and  totalizers. 


Redwater  Machining  & Mfg.  Co.  Ltd. 

4713-48  St. 

Box  428 

Redwater,  AB  T0A  2W0 
Phone:  (403)942-3437 


Fax:  (403)  942-2358 

Contacts:  John  Ames,  Exec. Off. 

Products/Services:  Machining,  (spare  parts  upon  request). 


REF  TEK  CANADA  Corp. 

5,  3704  - 6 St.  N.E. 

Calgary,  AB  T2E  7Z9 
Phone:  (403)230-1300 
Fax:  (403)241-1291 

Contacts:  S.M.  Starczyk,  Pres. 

Mira  DeWintle,  Mktg.Mgr. 

Products/Services:  Geophysical  equipment  consulting,  quality 
control.Thermal  printers;  shear  wave  generators;  seismic  tomography 
equipment;  seismographs;  seismic  telemetry  equipment. 


Hugh  W.  Reid  & Associates  Ltd. 

Box  581  Main 
Calgary,  AB  T2P  2J2 
Phone:  (403)262-1261 
Fax:  (403)262-2815 

Contacts:  Hugh  Reid,  Pres. 

Gina  M.  Reid,  Sec-Treas. 

Products/Services:  International  training  seminars  to  petroleum 
industry:  practical  drillstem  test  (DST)  interpretation  for  engineers/ 
geologists  (3-5  days);  using  pressure  data  and  hydrodynamics  in 
exploration  (3-5  days);  finding  missed  pay  (bypassed  production)  in  old 
wells.  Consulting  in  DST  analysis  and  hydrodynamics.  Text  book: 
“Modern  Concepts  In  Drillstem  Testing”;  training  manual;  Practical  DST 
Interpretation-in  English,  Spanish  and  Chinese. 


Reinhold  Industries  Ltd. 

9621  - 62  Ave. 

Edmonton,  AB  T6E  0E1 
Phone:  (403)434-8552 
Fax:  (403)435-1550 

Contacts:  Hans  Klutke,  Exec.Off. 

Products/Services:  Down  hole  tubular  products;  sucker  rod  couplings; 
polished  rods. 


Rene’s  Instrumentation  and  Compressor 
Services  Ltd. 

4115-67  St.  N.W. 

Calgary,  AB  T3B  2J2 
Phone:  (403)288-8793 
Fax:  (403)  288-4365 

Contacts:  Rene  Charron,  Pres. 

Aline  Charron,  Sec. 

Products/Services:  Complete  mechanical  service,  mobile  shop  for 
onsite  cylinder  head  rebuilding,  portable  packing  box  lapper,  maintenance 
to  pneumatic  instruments  and  controls,  24  hour  service.  Gaskets, 
bearing  and  head  parts. 


Renown  Industries  Ltd. 

5608  - 94A  St. 

Edmonton,  AB  T6E  3E4 
Phone:  (403)435-3447 
Fax:  (403)  436-6691 

Contacts:  Kirby  Kraushar,  Sis. Mgr. 

Barry  Kane,  Sis. 

Products/Services:  Pumps;  engines;  generators. 
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Rialta  Supply  Ltd. 

7520  - 40  Ave. 

Red  Deer,  AB  T4P  2H8 
Phone:  (403)342-4884 
Fax:  (403)  342-4884 

Contacts:  Jim  Brimacombe,  SIs.Mgr. 

Lee  Loeppky,  Agent. 

Products/Services:  Sales  and  rentals  of  oilfield  production  equipment. 
Custom  manufacturing  and  reconditioning  of  equipment.  Calibration 
services.  Separators;  treators;  compressors;  line  heaters,  etc.;  plus 
valves  and  fittings. 


Rice  Engineering  & Operating  Ltd. 

8505  Argyll  Road 

Edmonton,  AB  T6C  4B2 

Phone:  (403)469-1356 

Fax:  (403)  469-2587 

Contacts:  Terry  W.  Kunyk,  Pres. Gen. Mgr. 

Ernie  Dorman,  SIs.Mgr. 

Products/Services:  Design,  construction  and  operation  of  water  injection 
systems,  PVC  and  fibreglass  lining  of  steel  pipe  and  tubing,  fabrication 
of  PVC  and  ABS  pipe,  fittings  and  valves,  slotting  and  perforating  of 
plastic  pipe.  Plidco  high  pressure  repair  fittings;  Robar  pipe  repair 
fittings;  Bowie  rubber  impeller  gear  pumps;  Duol  PVC  orfibreglass  lined 
steel  pipe  or  tubing;  Long  Path  insulating  nipples;  groundwater  and 
environmental  supplies. 


Ridgegate  Petroleum  Services  Ltd. 

R.R.  1 

Rocky  Mountain  House,  AB  TOM  1T0 
Phone:  (403)845-7355 
Fax:  (403)  845-5923 

Contacts:  Wayne  Tarney,  Pres. 

Linda  Tarney,  Sec-Treas. 

Products/Services:  Contract  operating  oil  and  gas  wells  and  facilities. 
Consulting  for  constructiuon  for  oil  and  gas.  Consulting  for  production 
operations,  trouble  shooting,  operator  training. 


Rig  Service  Equipment  Ltd. 

Box  4241 

Edmonton,  AB  T6E  4T3 
Phone:  (403)435-3451 
Fax:  (403)  430-6575 

Contacts:  Lyle  Abraham,  Pres. 

Mike  Connell,  Optns.Mgr. 

Products/Services:  Hydraulic  casing  and  pipe  jacking  service;  hydraulic 
power  tong  service;  computer  torque  monitoring;  pipe  handling  tools; 
well  abandonments;  oilfield  rental  equipment;  drill  pipe;  drill  collars; 
blow  out  preventors;  accumulator  units;  power  swivel  service. 


Right  Associates 

3220,  255  - 5 Ave.  S.W. 

Calgary,  AB  T2P  3G6 
Phone:  (403)266-6690 
Fax:  (403)266-2188 

Contacts:  Rick  Mastel,  Mgng. Principal. 

Products/Services:  Outplacement  planning  and  programs  for  key 
executives,  senior  executives,  middle  managers,  and  supervisors, 
technical,  exempt  and  non-exempt  personnel  and  groups;  career- 
decision  assistance;  enhancement  of  performance  skills;  management 
of  organizational  change. 


Riley’s  Datashare  International  Ltd. 

1223-31  Ave.  N.E. 

Calgary,  AB  T2E  7W1 
Phone:  (403)291-3370 
Fax:  (403)291-3894 

Contacts:  D.E.  Plewes,  Pres. 

R.  Striemer,  Vice-Pres.SIs. 

Products/Services:  Canadian  Log  Library  in  half  scale  and  full  scale 
prints.  Microfiche  log  system,  updates  and  equipment,  cross  section 
service;  custom  microfilm  services.  Digitazation  of  oil  well  logs,  digital 
library  of  digitized  and  wellsite  recorded  logs;  Sonic  Log  Digital  Database; 
microcomputer-based  geological  workstations  and  well  data  systems 
including  LogBase™,  SoniBase™  GeoWell™,  and  TerraStation,  seismic 
processing. 


Rivest  Bros.  Enterprises  (1977)  Ltd. 

2430  - 80  Ave. 

Edmonton,  AB  T6P1N2 
Phone:  (403)440-6630 
Fax:  (403)440-1185 

Contacts:  Simon  Rivest,  Pres. Mgr. 

Brad  Gaulin,  Corp.Mgr. 

Products/Services:  Non-Destructive  testing  services  (N.D.T.).  Quality 
control  and  risk  management  using  N.D.T.  techniques  to  detect  material 
defects.  Radiography  inspection;  ultrasonic  inspection;  magnetic  particle 
inspection;  liquid  penetrant  inspection;  QC  on  valves  and  fittings. 


Rivtow  Equipment  Ltd. 

16116-111  Ave. 

Edmonton,  AB  T5M  2S1 
Phone:  (403)451-2630 
Fax:  (403)451-2646 

Contacts:  Ken  Hunting,  Serv.Mgr. 

John  Anderson,  Parts  Mgr. 

Products/Services:  Heavy  equipment  dealer.  Komatsu;  Dresser; 
Ingersoll-Rand;  Timberjack. 


R J V Gas  Field  Service  Ltd. 

4901  - 47  St. 

Vegreville,  AB  T9C  1C3 
Phone:  (403)  632-7774 
Fax:  (403)  632-6820 

Contacts:  John  F.  Iftody,  Exec. Off. 

Products/Services:  Pressure  vessels;  meter  runs;  dehydrator  towers; 
gas  separators. 


R K Machine  Shop 

3,  3500-27  St.  N.E. 

Calgary,  AB  T1Y5E2 
Phone:  (403)291-1600 
Fax:  (403)272-1937 

Contacts:  Kartar  Sarpal,  Exec.Off. 

Paul  Sarpal,  Export  Mgr. 

Products/Services:  Valves;  fittings  and  flanges;  storage  tanks  (non- 
pressure); pump  jacks;  thermo  valves;  controls. 


Roadway  Trailers  Limited 

6925-  103  St. 

Edmonton,  AB  T6H  2J1 
Phone:  (403)434-2644 
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Fax:  (403)  434-7576 

Contacts:  Nester  Dutkowski,  Mgr. 

Products/Services:  Manufacture  of  industrial  camp  trailers.  Parts  and 
acccessories,  industrial  and  R.V.  trailers. 


Rockwell  Servicing  Inc. 

900,  400  - 5 Ave.  S.W. 

Calgary,  AB  T2P  0L6 
Phone:  (403)265-6361 
Fax:  (403)  266-3596 

Contacts:  George  S.  Ward,  Pres. 

Ken  W.  Mclnnis,  Mktg.Mgr. 

Products/Services:  Fleet  of  29  rigs,  including  slant  service  equipment 
capable  of  handling  any  workover,  completion,  abandonment  or  swab 
job  to  a depth  of  4725  meters. 


Roda  Machine  & Mfg.  Ltd. 

6327  - 76  Ave. 

Edmonton,  AB  T6B  0A7 
Phone:  (403)469-5838 
Fax:  (403)  469-2497 

Contacts:  Hubert  Ranger,  Exec.Off. 

Products/Services:  General  machining  and  fabricating;  wellhead 
equipment;  flanges;  crosses  and  tees;  test  adaptors;  testing  equipment; 
swivel  joints  (ball  and  straight). 


Roke  Oil  Enterprises  Ltd. 

516  Moraine  Road  N.E. 

Calgary,  AB  T2A2P2 

Phone:  (403)273-5553 

Fax:  (403)273-9818 

Contacts:  Keith  M.  Banks, P. Eng.,  Gen. Mgr. 

Bonnie  P.  Banks,  Sec-Treas. 

Products/Services:  Cased-well  logging  services  including:  reservoir 
and  annulus;  live  wells;  surface  leaks;  coal  bed  methane,  using  Quad 
Neutron”  equipment. 


Roper  Environmental  Engineering 

407,  1167  Kensington  Cres.N.W. 

Calgary,  AB  T2N  1X7 
Phone:  (403)283-2377 
Fax:  (403)  270-7440 

Contacts:  Uwe  Roper,  Pres. 

John  Burlington,  Vice-Pres. 

Products/Services:  Engineers,  geologists,  geochemists. 


Rostel  Industries 
Division  of  Taro  Ind. 

4533  - 8A  St.  N.E. 

Calgary,  AB  T2E  4J6 
Phone:  (403)276-9785 
Fax:  (403)  230-0877 

Contacts:  Yook  Tong,  Gen. Mgr. 

Trevor  Williams,  Plt.Supt. 

Products/Services:  Manufacturer  of  oil  and  gas  well  drilling  rig  to  depth 
capacity  of  7000'  or  500  hp.  Repair  and  maintenance  of  drilling  rig 
components.  Rotary  substitutes;  Integrac  blade  stabilizers;  300  hp. 
Duplex  mud  pump;  mud  systems;  masts;  substructures;  drawworks. 


Rotork  Controls  (Canada)  Ltd. 

9,820-28  St.  N.E. 

Calgary,  AB  T2A6K11 
Phone:  (403)569-9455 
Fax:  (403)569-9414 

Contacts:  Chris  Bone,  Vice-Pres. Gen. Mgr. 

Kris  Gorbous,  Tech. Sis. 

Products/Services:  Sales,  assembly  and  service  centre  for  Rotork 
actuators  (electric,  pneumatic,  hydraulic).  Exeeco  gearboxes  (spur, 
bevel  and  worm  gear). 


Round-Up  Well  Servicing  Inc. 

120,  309 -2  Ave.  S.W. 

Calgary,  AB  T2P  0C5 
Phone:  (403)234-9313 
Fax:  (403)  269-7920 

Contacts:  T.D.  (Slim)  Wood,  Owner. 

Products/Services:  Oil  and  gas  well  servicing.  Oil  well  service  rigs. 


RUFFNECK  Heaters 

2827-  18  St.  N.E. 

Calgary,  AB  T2E  7K5 
Phone:  (403)291-5488 
Fax:  (403)291-7042 

Contacts:  Ian  McDonald,  Mktg.Mgr. 

Bryan  Hofos,  Tech. Sis. Rep. 

Products/Services:  Manufacturerof  explosion-proof  electric  unit  heaters 
and  heat  exchanger  unit  heaters.  Explosion-proof  electric  unit  heaters 
(3-25KW);  heat  exchanger  unit  heaters  (5000  to  1 .5  million  BTU’s); 
explosion-proof  thermostats,  heavy  duty  line  voltage  thermostats; 
mounting  kits. 


Rushton  Gas  & Oil  Equipment  Ltd. 

840  - 78  Ave. 

Edmonton,  AB  T6P1L7 
Phone:  (403)440-4020 
Fax:  (403)  440-4488 

Contacts:  Carl  Canning,  Exec.Off. 

Products/Services:  Oil  and  gas  equipment;  gas  processing  equipment; 
heaters  for  oil  and  gas;  separators;  dehydrators. 


R.W.L  Oilfield  Services  Ltd. 

8303  Saskatchewan  Drive 
Edmonton,  AB  T6G  2A7 
Phone:  (403)433-7623 
Contacts:  R.W.  (Wally)  Irwin,  Pres. 

Ronald  J.  Savage,  Gen. Mgr. 

Products/Services:  Drilling  and  completion  - rental  equipment.  31/2" 
outside  diameter  workover  tubing;  wellsite  trailers;  400  barrel  tanks; 
sump  tanks;  oil  spill  tanks;  test  separators;  open  ended  shale  catch 
tanks. 


Scepter  Manufacturing  Co.  Ltd. 

4225  - 92  Ave. 

Edmonton,  AB  T6B  3M7 
Phone:  (403)468-4444 
Fax:  (403)465-5617 

Contacts:  Lionel  Congram,  Sis. Mgr. 

David  Lloyd,  Prod. Mgr. 

Products/Services:  Manufacturers  of  PVC  pipe  and  fittings. 
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Scientific  Software  - Intercomp 

1000,  840-7  Ave.  S.W. 

Calgary,  AB  T2P  3G2 
Phone:  (403)265-6550 
Fax:  (403)  266-5202 

Contacts:  Pete  M.  Stanton,  Pres. 

Court  C.  Fortems,  Vice-Pres. 

Products/Services:  Geology,  petrophysics,  well  log  analysis,  reservoir 
engineering,  property  evaluations,  reservoir  evaluations,  reservoir 
simulation,  gas  transmission  systems,  pipeline  design,  thermal  recovery, 
project  management,  process  design,  well  design,  hydraulic  fracture 
design,  research  and  development  in  computer  modelling  technology. 


Sea/Land  Testing  Ltd. 

2524  - 15  Ave. 

Box  1078 

Didsbury,  AB  TOM  0W0 
Phone:  (403)262-6822 
Fax:  (403)  335-9378 

Contacts:  Fred  Davidson,  Exec.Off. 

Paul  Bercier,  Export  Mgr. 

Products/Services:  Oil  and  gas  testing  and  production  equipment. 


Sealweld  Corporation  Ltd. 

106,  4116-64  Ave.  S.E. 

Calgary,  AB  T2C  2B3 
Phone:  (403)236-0043 
Fax:  (403)  236-5487 

Contacts:  Dean  Chisholm,  Vice-Pres. 

Rob  Gray,  Gen.  Mgr. 

Products/Services:  Valve  lubricants  and  sealants,  valve  cleaners, 
high  pressure  sealant  injection  guns  and  pumps,  sealant  fittings, 
contract  valve  maintenance  services  and  valve  maintenance  training. 


Sealweld  Services 

106,4116-64  Ave.  S.E. 

Calgary,  AB  T2C  2B3 
Phone:  (403)236-0043 
Fax:  (403)  236-5487 

Contacts:  Dean  Chisholm,  Gen. Mgr. 

Ernie  Coates,  Valve  Tech. 

Products/Services:  Pipeline  maintenance,  online  repairs  to  all  types  of 
lubricated  ball,  gate  and  plug  valves.  Valve  maintenance  training,  video, 
classroom  and  field  tutoring.  Valve  maintenance  program  designing. 
Valve  cleaning,  lubricating  and  sealing  with  high  speed  pumps,  valve 
leakage  metering  with  computerized  printouts,  special  sealing 
compounds. 

Security  Rock  Bit 
Div.  Dresser  Canada 

3112-80  Ave.  S.E. 

Calgary,  AB  T2C  1J3 
Phone:  (403)279-3355 
Fax:  (403)  236-4222 

Contacts:  Brady  Winters,  Area  Mgr. 

Brian  Walsh,  Dist.Mgr. 

Products/Services:  Sales  and  service  for  Tri-Cone  rock  bits,  P.D.C. 
bits  and  hole  openers. 

Sedco  Drilling 

1600,  300 -5  Ave.  S.W. 

Box  6680,  Stn.  D. 

Calgary,  AB  T2P  3C4 


Phone:  (403)221-8822 
Fax:  (403)221-8821 

Contacts:  H.W.  Strain,  Vice-Pres.  Gen. Mgr. 

R.l.  Simonton,  Contracts  Mgr. 
Products/Services:  Drilling  contractor. 


Seidlitz  Engineering  Ltd. 

889,  125-9  Ave.  S.E. 

Calgary,  AB  T2G  0P6 
Phone:  (403)263-8863 
Fax:  (403)  263-8864 

Contacts:  Dale  Seidlitz,  Pres. 

Products/Services:  Seidlitz  Engineering  Ltd.  is  a consulting  engineering 
company  providing  a complete  facility  and  production  engineering 
service  including  processing  plant;  pipeline  design;  construction 
specifications,  production  strategy  development;  feasibility  studies; 
cost  estimates  and  economic  evaluations;  operating  problem  resolution. 
Assignments  have  been  completed  in  Bolivia,  China,  Kuwait,  Libya, 
Madagascar  and  Pakistan. 


Select  Oilfield  Services  Ltd. 

941 1 - 39  Ave. 

Edmonton,  AB  T6E  5T3 
Phone:  (403)461-7677 
Fax:  (403)  463-2486 

Contacts:  Herbert  Steinke,  Exec.Off. 

Products/Services:  Vertical  emulsion  treaters;  horizontal  emulsion 
treaters;  line  heaters;  oil  and  gas  separators;  storage  tanks;  dehydrators. 


Seller’s  Oilfield  Service 

Box  434 

Devon,  AB  T0C1E0 
Phone:  (403)  985-2243 
Contacts:  Gordon  Seller,  Mgr. 

Products/Services:  Tank  cleaning  services  - involved  in  cleaning  out 
crude  oil  storage  tanks  for  pipeline  companies  and  refineries. 


Sentry  Piping  Systems  Inc. 

920  - 26  St.  N.E. 

Calgary,  AB  T2A  2M4 
Phone:  (403)  235-5252 
Fax:  (403)  235-5655 

Contacts:  Donald  M.  Larson,  Pres. 

R.D.  Young,  Gen.  Mgr. 

Products/Services:  High  density  polyethylene,  pipe  and  fittings,  Sentry 
liner  system,  shop  fabrication  and  fusion  services. 


Servo-Dynamics,  Inc. 

208,  212 -7  Ave.  S.W. 

Calgary,  AB  T2P  0W6 
Phone:  (403)290-1700 
Fax:  (403)  263-4406 

Contacts:  Harold  Cicon,  Div.Mgr. 

Keith  Dauncey,  Dist.Mgr. 

Products/Services:  Stimulation  of  wells  (new  completions,  workovers). 
Penetrate  wellbore  damage  on:  oil  wells,  gas  wells,  injectors.  Effective 
for  close  oil/water,  gas/water  contacts.  StressfracR  is  run  tubing  conveyed 
or  on  electric  wireline.  StressfracR  method  runs  a solid  propellant  over 
perforations,  slotted  liner,  open  hole,  gravel  pack  in  a hollow  steel 
retrievable  carrier.  Ignited  propellant,  generates  high  pressure  gas, 
stimulating  the  zone. 
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Shafco  Blowout  Prevention  Ltd. 

101, 3750  - 19  St.  N.E. 

Calgary,  AB  T2E  6V2 
Phone:  (403)250-3325 
Fax:  (403)291-4210 

Contacts:  A.C.  (Al)  Sander,  Pres. 

J.A.  (Jim)  Evans,  Optns.Mgr. 

Products/Services:  Blowout  prevention  sales,  rentals,  shop  and  field 
service.  Equipment  includes  blowout  preventers,  closing  units,  choke 
manifolds,  valves. 


Shamrock  Oilfield  Specialties  Ltd. 

Box  4412 

Edmonton,  AB  T6E  4T5 
Phone:  (403)435-4373 
Fax:  (403)  434-4473 

Contacts:  George  Baker,  Mgr. 

Products/Services:  Supply  tubing  and  casing  couplings  (all  sizes  and 
grades).  Buck-on  and  buck-off  equipment  to  remove/install  tubing  and 
casing  couplings. 


Shaw  Pipe  Protection 

1900,  144-4  Ave.  S.W. 

Calgary,  AB  T2P  3N4 

Phone:  (403)  263-2255 

Fax:  (403)  264-3649 

Contacts:  John  Tikkanen,  Dir.SIs.  & Mktg. 

Steve  McConkey,  Dir.Optns. 

Products/Services:  Complete  line  of  pipe  coatings,  linings,  concrete 
coatings,  thermal  insulation  systems  and  Zap-Lok  joining.  Equipment 
includes,  Rock  Jacket,  Fusion  Bonded  epoxy,  Yellow  Jacket,  YJII,  Shaw 
Liner,  Concreat  weight  coatings,  lnsul-8,  Zap-Lok,  Canusa  sleeves. 


Shearer  Supply  Ltd. 

Site  3,  Box  16,  R.R.  1 

Edmonton,  AB  T6H  4N6 

Phone:  (403)988-5522 

Fax:  (403)  988-8025 

Contacts:  Courtney  Shearer,  Mktg. Mgr. 

Ken  Carreau,  Sis. Mgr. 

Products/Services:  Non-destructive  inspection  of  new  and  used  sucker 
rods  to  API  spec.  1 1 B.  Shearer  built  reconditioning  and  rebuilding  of 
customer’s  oilwell  engines;  sales,  rentals,  rental/purchase  and  parts 
sales  for  gas  engines;  Shearerguard  lightweight  safety  flywheel  guards. 
Reconditioned  Arrow,  Lister,  Witte/Oilwell,  Kubota,  Domeau,  Gemini, 
Chrysler,  Ford;  new  Arrow  and  Ford  engines  and  parts;  reconditioned 
and  new  oilwell  electric  motors. 


Simark  Controls  Ltd. 

7725  - 46  St.  S.E. 

Calgary,  AB  T2C  2Y5 

Phone:  (403)236-0580 

Fax:  (403)  279-6553 

Contacts:  Bill  Wheeler,  Pres.  & Gen. Mgr. 

Mark  Wheeler,  Optns.Mgr. 

Products/Services:  Sales,  service  and  repair.  Gas  and  flame  detection, 
liquid  and  gas  turbine  meters,  flow  meters  and  computers,  rupture  discs, 
level  and  flow  control,  variable  speed  drives,  induction  motors,  control 
valves  and  actuator  positioners,  battery  chargers,  remote  monitoring 
and  reporting  units. 


Simmons  Group  Inc. 

700,  1207-  11  Ave.  S.W. 

Calgary,  AB  T3C  0M5 
Phone:  (403)244-5340 
Fax:  (403)245-5156 

Contacts:  Dale  M.  Simmons,  Chmn. 

Earle  N.  Routly,  Vice-Pres.  Gen. Mgr. 

Products/Services:  Drilling  contractor,  directional,  horizontal  drilling 
services. 


Simson-Maxwell 

6447 -2  St.  S.E. 

Calgary,  AB  T2H  1J5 
Phone:  (403)252-8131 
Fax:  (403)  252-6666 

Contacts:  Tom  Higgins,  Branch  Mgr. 

Ken  Easton,  Sis. Mgr. 

Products/Services:  Generators,  standby  and  prime  power,  gas  and 
diesel;  engines,  gas  and  diesel;  automatic  controls  and  transfer  switches; 
battery  chargers. 


Sky  View  Enterprises  Ltd. 

Box  6626 

Wetaskiwin,  AB  T9A  2G3 
Phone:  (403)352-9882 
Fax:  (403)  352-9882 

Contacts:  Jim  Reimchen,  Mgr. 

Ruth  Lillebuew,  Office  Mgr. 

Products/Services:  Specialists  in  commercial  aerial  photography. 


Skyharbor  Aviation  Ltd. 

Box  9845 

Edmonton  International  Airport 
Edmonton,  AB  T5J  2T2 
Phone:  (403)890-7551 
Fax:  (403)  890-7056 

Contacts:  Paul  L.  Gervais,  Pres. 

Kevin  Klause,  Mktg.  Dir. 

Products/Services:  Aircraft  charter,  internationally  licenced  with  the 
ability  to  air  transport  dangerous  goods.  Executive  charters,  crew 
changes,  hotshot,  freight,  courier,  aerial  photography,  aircraft  sales, 
management  and  consulting. 


Slurry  Cementers  Ltd. 

9525  - 62  Ave. 

Edmonton,  AB  T6E  0E1 
Phone:  (403)435-3441 
Fax:  (403)  430-6575 

Contacts:  Lyle  Abraham,  Pres. 

Mike  Connell,  Optns.Mgr. 

Products/Services:  Oilwell  cementing;  oilwell  pumping;  oilwell  acidizing. 
Bulk  cement  and  cement  additives,  chemicals,  acid  and  inhibitors. 


Smith  International  Canada,  Ltd. 

1200,  333-5  Ave.  S.W. 

Calgary,  AB  T2P  3B6 
Phone:  (403)264-6077 
Fax:  (403)  265-9877 
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Contacts:  Charles  Beam,  Area  Mgr. 

Art  Reinsch,  Optns.Mgr. 

Products/Services:  Sales  and  service  of  rock  bits;  manufacturing, 
sales,  rentals  and  repair  of  oilfield  equipment;  inspection  services.  Bits 
(petroleum,  diamond,  hammer);  performance  drilling  (directional  services, 
steering  systems,  MWD  river  crossing);  motors  (directional,  microslim, 
mud  motors);  downhole  drilling  tools;  downhole  reaming  tools;  tubulars; 
services  (machine  shop  repair,  field  services,  inspection). 


SNC  Partec  Inc. 

909  - 5 Ave.  S.W. 

Calgary,  AB  T2P  3G5 
Phone:  (403)294-2100 
Fax:  (403)  237-8365 

Contacts:  John  R.  Wood,  Mgr.  Mktg.&  Sales. 

George  D.  Neely,  Mgr.  Mktg.  & Sales. 
Products/Services:  SNC  Partec’s  technology  base  covers  all  aspects 
of  project  management,  engineering,  procurement,  construction  and 
technology  transfer.  SNC  Partec’s  expertise  encompass  all  areas 
relating  to  the  production,  transportation,  processing,  upgrading  and 
delivery  of  conventional  energy  resources,  chemicals,  petrochemicals 
and  synthetic  fuels. 


Soft  Weights  Mfg.  Ltd. 

RR  2 

Gwynne,  AB  T0C1L0 
Phone:  (403)352-3165 
Contacts:  Al  Eikerman,  Pres. 

Kevin  Klause,  Mktg. Dir. 

Products/Services:  Custom  made  diving  gear,  specializing  in  soft 
custom  made  diving  weights.  Patented  designed  diving  weights  and 
commercial  fishing  downrigger  weights. 


Sooner  Pipe  & Supply  (Canada)  Limited 

6,  640-42  Ave.  N.E. 

Calgary,  AB  T2E  7J9 
Phone:  (403)230-4282 
Fax:  (403)  276-6760 

Contacts:  Brad  Lowe,  Cdn.SIs. 

Products/Services:  Oil  country  tubular  goods-casing  and  tubing. 


South  Peace  Machine  Ltd. 

9620-  109  St. 

Grande  Prairie,  AB  T8V  4E4 
Phone:  (403)532-2678 
Fax:  (403)  539-5330 

Contacts:  Grant  Kerik,  Exec.Off. 

Products/Services:  Flanges;  wellhead  equipment;  power  driveline 
shafts;  machine  shop. 

Spalding  Clock  & Instrument  Ltd. 

202,  2402-  10  Ave.  S.W. 

Calgary,  AB  T3C  0K6 

Phone:  (403)246-8327 

Contacts:  Charles  Spalding,  Owner. 

Marilyn  Spalding,  Sec. 

Products/Services:  Repairing  all  types  of  chart  drive  and  downhole 
clocks.  Selling  Geochron,  Macnick  and  Sonceboz  clocks 

Spar-Fab  Welding  Ltd. 

Box  2,  Site  13,  R.R.  7 
Calgary,  AB  T2P  2G7 


Phone:  (403)  279-6393 
Fax:  (403)236-0210 

Contacts:  Floyd  Sparks,  Exec.Off. 

Products/Services:  Flare  stacks;  knock-out  tanks;  storage  tanks;  mud 
tanks;  toolhouses;  metal  buildings;  metal  garbage  containers;  general 
fabrication;  Texas  gates. 


Spectrum  2000  Mindware  Ltd. 

Box  29,  Site  3,  R.R.  2 

Rocky  Mtn. House,  AB  TOM  1T0 

Phone:  (403)262-8469 

Fax:  (403)  262-8469 

Contacts:  E.R.  Crain, P. Eng.,  Pres.Chf.Cons. 

Products/Services:  Consulting  in  log  analysis,  petrophysics;  software 
for  petrophysics;  courses,  seminars  and  training  in  petrophysics. 
Consulting  and  advice,  log  analysis  services;  Meta/Log-log  analysis 
software;  Las/Plot-Log  Plotting  software;  HDS-log  analysis  software; 
Ezlis-tape  reading  software. 


Speedco  Drives  Ltd. 

561 4E  Burbank  Road  S.E. 

Calgary,  AB  T2H  1Z4 
Phone:  (403)253-8738 
Fax:  (403)  255-4323 

Contacts:  Warren  Single,  Pres. 

Gary  Coleman,  Sis. Mgr. 

Products/Services:  Custom  PC  Boards,  site  and  shop  repairs  of 
variable  speed  drives  and  interfacing  electronics.  Variable  frequency 
controls;  SCR  DC  Controls;  DC  motors;  soft  starters;  signal  interfacing 
boards. 


Stady  Oil  Toois  Ltd. 

100,  635-6  Ave.  S.W. 

Calgary,  AB  T2P  0T5 
Phone:  (403)262-8022 
Fax:  (403)265-9219 

Contacts:  Dwayne  Stady,  Pres. 

Products/Services:  Casing  positive  centralizers.  Milam  turbulators 
(cementing  sleaves),  sales  and  service. 


M.J.  Stall  & Associates  Ltd. 

990,  615  Macleod  Tr.  S.E. 

Calgary,  AB  T2G  4T8 

Phone:  (403)264-2923 

Fax:  (403)266-5162 

Contacts:  M.J.  Stall,  Immigration  Cons. 

Candace  Lyle,  Immigration  Prog. 

Products/Services:  All  forms  of  corporate  immigration:  including 
transferring  personnel  to  Canada  both  temporary  and  permanent,  for  oil 
and  gas  industry. 


Stan’s  Power  Tong  Service  Co.  Ltd. 

Box  27 

Fort  Kent,  AB  T0A  1 HO 
Phone:  (403)826-3000 
Fax:  (403)826-4181 

Contacts:  Stanley  Kurek,  Exec.Off. 

Products/Services:  Bucking  units;  power  tongs;  thread  compound; 
oilfield  machinery;  greases;  oil;  natural  gas  production  equipment. 
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Decisions,  Decisions... 
Make  it  easy  on  yourself. 


Find  your  answers  quickly  with  the  Southam  Energy  Group 
...first  in  energy  information  marketing  and  communications.  We  Deliver! 


Biennially... 

The  National  Petroleum  Show  attracts  over  40,000  oil 
country  buyers  who  spend  better  than  12  billion  dollars  per  year 
on  products,  services  and  supplies.  The  best  way  to  meet  your 
prospects. 

Energy  in  Canada  answers  your  questions  on  prices, 
spending,  supply  and  demand  for  all  energy  segments. 
Performance  of  the  industry  is  detailed,  with  information  on  key 
government  contracts,  corporate  profiles,  statistics  and  more. 

Yearly... 

The  Canadian  Oil  Register  details  complete  corporate 
information  on  over  5,000  companies  and  more  than  15,000 
people  involved  in  all  areas  of  the  energy  industry. 

Canadian  Energy  Index  cites  more  than  6,000  articles 
published  by  Southam ’s  leading  energy  media,  cross-referenced 
in  over  100  categories.  You’ll  find  what  you  need  fast. 

PMA  Ownership  Structures  of  Principal  Petroleum 
Companies  in  Canada  is  a detailed  accounting  of  who  owns  whom 
in  the  petroleum  industry,  giving  you  the  information  required  to 
analyze  and  understand  financial  structures  and  changes. 

Quarterly... 

Nickle’s  Oil  and  Gas  Statistics  Quarterly  provides  all  the 
numbers  you  need  to  see  where  industry  is  headed  and  who  are 
the  most  active  and  successful  players.  Provides  company 
information  on  cash  flow,  profits,  production  and  reserves  and 
industry-wide  statistics  on  production,  pipeline  shipments,  prices, 
drilling,  land  purchases  and  seismic  activity. 

Bi-Weekly... 

Geo-Plat  Bulletin  reports  exclusively  on  seismic  crew 
activity  and  geophysical  surveys,  including  data  plats,  (Alberta  land 


sale  postings),  with  in-depth  news  analysis  of  current  exploration 
hot  spots  in  Canada. 

Weekly... 

Energy  Analects  provides  you  with  essential  energy 
market  news  and  analysis,  covering  crude  oil,  natural  gas, 
electricity,  petroleum  products,  natural  gas  liquids,  coal,  nuclear 
power,  and  petrochemicals. 

CAODC  Rig  Locator  updates  all  drilling  and  service  rig 
activity  in  Canada  by  contractor  and  area,  including  province, 
operator,  L.S.D.,  rig  type  and  capacity,  complete  with  address  and 
telephone  number  of  each  contractor,  plus  more. 

Weekly  Operator  Report  lists  each  week,  by  oil  company 
operator  all  the  wells  the  company  currently  has  active  in  western 
Canada  with  updated  status  and  results. 

Daily... 

Nickle’s  Daily  Oil  Bulletin  delivers  the  latest  oil  and  gas 
industry  news,  land  sales  and  drilling  reports  to  key  executives  in 
the  oil  patch  and  head  offices,  providing  up  to  the  minute  details 
on  oil  and  gas  exploration,  drilling,  production,  transportation 
and  prices. 

New  Specialized  Report  Capabilities... 

Have  any  specialized  report  custom  built  to  your  needs, 
including  Well,  Rig  and  Land  data  reports,  or  any  combination.  You 
decide  what  information  you  require.  Well  history  reports, 
Contractor  History,  Spud  or  Rig  Release  reports,  Weekly  Drilling 
Completions,  full  print  outs  of  Top  Spender  and  Top  Operator  and 
Top  Operator  by  metres.  Available  electronically  as  well. 

New. . . Immediate ...  Online 

The  Southam  Energy  Group  now  offers  The  Daily  Oil 
Bulletin  on  your  computer  system  - at  your  fingertips  - in  your 
office.  The  electronic  version  is  delivered  to 
your  computer  for  distribu- 
tion to  internal  users.  You 
will  have  immediate  access 
to  a keyword  searchable, 
electronic  archive  of  the 
publications. 


Southam  Business  Communications  Inc. 
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Standard  Safety  & Consulting 
Services  (1978)  Ltd. 

3120-93  St. 

Edmonton,  AB  T6N  1C7 

Phone:  (403)463-9077 

Fax:  (403)  450-3790 

Contacts:  C.L.  Christensen,  Gen. Mgr. 

C.J.  Christensen,  Asst.Mgr. 

Products/Services:  Provides  the  oil  and  gas  industry  with  a complete 
range  of  respiratory  protective  equipment,  gas  detection  devices  and 
supervisory  services  for  the  protection  of  workman  in  toxic  and  other 
hazardous  environments.  Self  contained  breathing  apparatus;  supplied 
air  systems;  trailer  mounted  air  systems;  portable  gas  detection 
equipment;  hydrogen  sulphide  safety. 


Products/Services:  Sales  to  oil  and  gas  industry.  Valves:  gate;  globe; 
check;  ball;  butterfly. 


Stingray  Service  Rigs 

Box  696 

Brooks,  AB  T1 R 1 B6 
Phone:  (403)  362-4335 
Fax:  (403)  362-6599 

Contacts:  Darryl  Russell,  Mgr. 

Ray  Stafford,  Fld.Supt. 

Products/Services:  Workover  and  completion  rigs.  Swabbing  unit: 
swabbing  oil  and  gas  wells.  Portable  boilers:  cleaning,  thawing  etc. 
Workovers,  completions  with  service  rigs  to  2000m;  swabbing  to  2450m 
with  swab  unit;  power  swivel;  boilers;  pressure  washer. 


Standen’s  Limited 

Box  67,  Stn.  T 

Calgary,  AB  T2H  2G7 

Phone:  (403)  258-7824 

Fax:  (403)  258-7802 

Contacts:  Doug  Kilbourn,  Vice-Pres.Mktg. 

Brad  Shier,  Serv.Mgr. 

Products/Services:  Specializing  in  custom  design  and  repair  of  all 
truck  and  trailer  chassis.  Leaf  springs  for  vehicles,  either  custom 
designed  and  manufactured  or  repaired  to  OEM  specifications.  All 
suspension  and  drive  line  repairs  including  driveshaft  manufacturing 
and  balancing,  front  end  alignments  for  all  vehicles,  manufacturer  of 
trailer  axles  from  1500  lb.  capacity  to  class  8 trailers.  Manufacturer  of 
RAMPGATE  for  safely  loading  ATV’S. 


Stelco  Steel 

9401  - 34  St. 

Box  2348 

Edmonton,  AB  T5J  2R3 
Phone:  (403)468-1133 
Fax:  (403)  468-7335 

Contacts:  H. J.  Lepp,  Gen. Mgr. 

Products/Services:  Grinding  balls;  concrete  reinforcing  bars;  flat  bars; 
rods;  grinding;  carbon  steel;  bars  - hot  rolled,  rounds,  squares;  angles; 
channels;  pipes/tubes;  sucker  rods,  oil  well. 


Sterling  Crane-Division  of  Procrane  Inc. 

Box  8610,  Stn.  L 
2440  - 76  Ave. 

Edmonton,  AB  T6C  4J4 
Phone:  (403)440-4434 
Fax:  (403)  440-2560 

Contacts:  Reg  Brisebois,  Mgr.Sterling  Rigging. 

Barry  McRann,  Mktg.Rep. 

Products/Services:  Crane  rentals;  rigging  studies;  contract  lifting; 
rigging  rentals;  fabrication  of  specialized  rigging.  Cranes  ranging  in  size 
from  carry  decks  6-8  tons;  rough  terrains  18-80  ton;  hydraulic  truck 
cranes  20-100  ton;  all  terrains  165-250  ton;  conventional  truck  cranes 
40-550  ton;  crawler  cranes  50-360  ton.  Push-up  system  to  2640  ton. 


M.A.  Stewart  & Sons  Ltd. 

9779  - 45  Ave. 

Edmonton,  AB  T6E  5V8 
Phone:  (403)436-9051 
Fax:  (403)  435-0463 

Contacts:  Randy  Long,  Br.Mgr. 

Ernie  Stoehr,  Alberta  Sis. 


Stingray  Swabbing  Ltd. 

Box  696 

Brooks,  AB  T1R1B6 
Phone:  (403)362-4335 
Fax:  (403)  362-6599 

Contacts:  Darryl  Russell,  Mgr. 

Ray  Stafford,  Fld.Supt. 

Products/Services:  Workover  and  completion  rigs.  Swabbing  unit: 
swabbing  oil  and  gas  wells.  Portable  boilers:  cleaning,  thawing  etc. 
Workover,  completions  with  service  rigs  to  2000m;  swabbing  to  2450m 
with  swab  unit;  power  swivel;  boilers;  pressure  washer. 


Stowell  Enterprises 

5805  - 97  St. 

Edmonton,  AB  T6E  3J2 
Phone:  (403)438-2485 
Fax:  (403)  436-6882 

Contacts:  Guy  Parkins,  Gen. Mgr. 

Larry  Hemmerling,  Sis. Mgr. 

Products/Services:  Water  pump  sales  and  service.  Centrifugal  pumps; 
pressure  pumps  and  systems;  sump  and  sewage  pumps;  submersible 
pumps;  jet  pumps. 


Stream-Flo  Industries  Ltd. 

4505  - 74  Ave. 

Edmonton,  AB  T6B  2H5 

Phone:  (403)468-6789 

Fax:  (403)  469-7724 

Contacts:  Roger  Boisvert,  Int’l  Quotations. 

Robert  Evans,  Vice-Pres.  Gen. Mgr. 

Products/Services:  Oilfield  equipment,  manufacturer  and  service. 
Wellhead  equipment;  gates  valves;  check  valves;  scrapper  guides. 


String  Machine  & Welding  Ltd. 

4115-98  St. 

Edmonton,  AB  T6E  5N5 
Phone:  (403)463-1808 
Contacts:  Evart  Steenbergen,  Exec. Off. 
Products/Services:  Oilfield  equipment. 


Summit  Engineering  Sales  (Calgary)  Ltd. 

3740B  - 1 1 A St.  N.E. 

Calgary,  AB  T2E  6M6 
Phone:  (403)250-9780 
Fax:  (403)291-7023 
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Contacts:  Leo  A.  Bunz,  Pres. 

Wayne  Johnson,  Sis. Mgr. 

Products/Services:  Manufacturers  agent  to  the  HVAC  (Heating, 
ventilating  and  air  conditioning)  industry,  plus  industrial  and  gas  and  oil 
industry. 

Sunada  Tech  Inc. 

3,  415  Monument  Place  S.E. 

Calgary,  AB  T2A1X4 
Phone:  (403)235-6684 
Fax:  (40,3)569-2419 

Contacts:  Harvey  Prang,  Pres. 

Norm  Roscovitch,  Export  Mgr. 

Products/Services:  Pressure/temperature  memory  recorder;  pressure/ 
temperature  subsurface  probe. 

Sunburst  Perforating  Services  Ltd. 

930,  555  - 4 Ave.  S.W. 

Calgary,  AB  T2P  3E7 
Phone:  (403)262-7618 
Fax:  (403)  266-5997 

Contacts:  Mark  Bolland,  Gen. Mgr. 

Grant  Vessey,  Optns.Mgr. 

Products/Services:  Cased  hole  logging  and  perforating. 


Sundown  Well  Service  Ltd. 

Box  277 

Brooks,  AB  T1R1B3 
Phone:  (403)362-3629 
Fax:  (403)362-5197 

Contacts:  Blake  Miller,  Pres. 

Fritz  Lasante,  Vice-Pres. 

Produets/Services:  Completions;  workovers;  sucker  rod  work; 
abandonments.  Eight  service  rigs. 


Superior  Inspection  Services 
A Division  of  Milcorp  Industries  Limited 

2203  - 9 St. 

Box  181 

Nisku,  AB  T0C2G0 
Phone:  (403)955-2901 
Fax:  (403)  955-7707 

Contacts:  Paul  Lastiwka,  Gen. Mgr. 

Gary  Gordon,  Mktg.Rep. 

Products/Services:  In-plant  electronic  and  Gamma-Ray  inspection; 
ultrasonic  weldline  inspection;  ultrasonic  wall  thickness  testing;  black 
lite  inspection;  hardness  testing  and  all  other  supplementary  inspection 
services  for  Oil  Country  tubular  goods.  Pipe  straightening  and 
pipecleaning  services. 


Supreme  Steel  Ltd. 

Box  9056,  Stn.  E 
Edmonton,  AB  T5P  4K2 
Phone:  (403)483-3278 
Fax:  (403)486-2113 

Contacts:  John  Leder,  Exec.Off. 

Products/Services:  Structural  steel;  miscellaneous  steel;  oilfield  bridges; 
pipe  supports;  steel  signs. 

Sur-Flo  Meters  & Controls  Ltd. 

Box  1279 

Lloydminster,  AB  T9B  2G3 
Phone:  (403)875-5705 


Fax:  (403)  875-9030 

Contacts:  Lloyd  Nelson,  Exec.Off. 

Products/Services:  Electronic  control  equipment;  control  valves;  turbine 
meter;  metering  equipment. 


Swaco  Geolograph 

2107-7  St. 

Box  1 85 

Nisku,  AB  T0C2G0 
Phone:  (403)955-3310 
Fax:  (403)  955-8899 

Contacts:  Dave  Blasetti,  Exec.Off. 

Products/Services:  Computer  controlled  data  acquisition  systems; 
drilling  controls;  desanders;  degrassers;  shale  shakers;  mud  mixers 
and  agitators;  sandline  depthometers;  weight  indicators. 


Synerlogic  Inc. 

2020,  355  - 4 Ave.  S.W. 

Calgary,  AB  T2P  0J1 

Phone:  (403)237-6500 

Fax:  (403)269-1363 

Contacts:  W.Gordon  Forbes,  Branch  Dir. 

Jay  Lydiatt,  Dir.Client  Serv. 

Products/Services:  Vendor  independent  applications  systems 
development  in  major  industries  Canada  wide.  Information  systems. 


Szantech  Machine  Tools  Inc. 

7417-67  St. 

Edmonton,  AB  T6B  2J3 
Phone:  (403)469-2000 
Fax:  (403)469-2715 

Contacts:  John  Szaniszlo,  Exec.Off. 

Products/Services:  Hydraulic  cable  cutter;  hydraulic  tubing  punch; 
swivel  joints;  B.O.P.  3000  PSI  650F;  assembly  thermo  recovery;  tubing 
head;  tubing  hangers;  swages;  reducer,  weld  caps;  primary  and 
secondary  seals;  bit  guides;  oilfield  wireline  equipment. 


Taber  Solids  Control  Ltd. 

6138-80  St. 

Edmonton,  AB  T6E  4Y7 
Phone:  (403)466-7799 
Fax:  (403)  465-9973 

Contacts:  Ken  Taber,  Pres. 

Ray  Strickland,  Serv.  Rental  Mgr. 
Products/Services:  Solids  control  equipment.  Centrifuges. 


Take  Stock  Inc. 

705,  603  - 7 Ave.  S.W. 

Calgary,  AB  T2P  2T5 
Phone:  (403)233-7487 
Fax:  (403)  265-4061 

Contacts:  Judy  Teare,  Pres. 

Helen  Grenon,  Vice-Pres. 

Products/Services:  Stock  Photography  the  use  of  existing  photography 
for;  annual  reports;  brochures;  advertising;  audio  visual  presentations; 
retain  a library  of  images. 


Tam  International  Oil  Services  Ltd. 

2611  -58  Ave.  S.E. 

Calgary,  AB  T2C  0B4 
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Phone:  (403)279-8012 
Fax:  (403)  236-2443 

Contacts:  Rod  Jensen,  Sis. Mgr. 

Mark  Jensen,  Serv.Mgr. 

Products/Services:  Tam  International  inflatable  remedial  stimulation 
packers  for  oil  and  gas  wells,  open  hole  or  cased  well:  inflatable 
resettable  bridge  plugs:  straddle  packers:  through  tubing  packers  and 
bridge  plugs  from  - 1 11/16"  t 16"  O.D.;  external  casing  packer  and 
casing  circulating  packers;  production  packers;  horizontal  and  vertical 
wells;  inflatable  bridge  plugs. 


Target  Distributors  (Edmonton)  Ltd. 

16939-  107  Ave. 

Edmonton,  AB  T5P  4H7 
Phone:  (403)486-5330 
Fax:  (403)  486-5095 

Contacts:  Fred  Fishburne,  Gen. Mgr. 

Jim  White,  Contr. 

Products/Services:  Sales,  service  and  installation  of  truck  accessories 
for  light  duty  pick  up  trucks.  Boxliners;  canopies;  running  boards; 
winches;  rack  and  rails;  bumpers;  skid  plates;  tool  boxes;  box  protection. 

Taro  Industries  Ltd. 

616-58  Ave.  S.E. 

Calgary,  AB  T2H  OP8 
Phone:  (403)253-8511 
Fax:  (403)  253-8578 

Contacts:  Graham  Ross,  Exec. Off. 

Walter  Labuhn,  Export  Mgr. 

Products/Services:  Pump  jacks;  gear  box;  drilling  equipment. 

Tartan  Transport  and  Construction  Ltd. 

Box  9 

Redwater,  AB  T0A  2W0 

Phone:  (403)942-3802 

Fax:  (403)  942-2666 

Contacts:  Herman  Goeckel,  Constr.Mgr. 

David  McDonald,  Trans. Mgr. 

Products/Services:  Oilfield  trucking,  construction  and  maintenance. 

Tate  Power  (1984)  Ltd. 

7833  Coronet  Road 
Edmonton,  AB  T6E  4N7 
Phone:  (403)468-6911 
Fax:  (403)  468-7225 

Contacts:  Robert  D.  Tate,  Pres. 

Les  Charters,  Gen. Mgr. 

Products/Services:  Manufacturers  and  distributors  of  Nissan  diesel 
electric  sets  and  industrial  engine  packages.  Distributors  of  Chrysler 
industrial  engines  dry  gas  fueled  for  prime  movers  in  crude  oil  pumping 
applications.  Diesel  electric  generator  rentals.  Nissan  industrial  diesel 
engines;  Chrysler  industrial  gas/gasoline  engines;  Amot  controls;  Nissan 
pumping  units;  Nissan  packaged  generator  set,  gasoline  and  diesel. 

T.C.G.  Pipe  Services  Ltd. 

5715-96  St. 

Edmonton,  AB  T6E  3G2 
Phone:  (403)438-1020 
Fax:  (403)  436-4945 

Contacts:  J.  Ratcliffe,  Exec.Off. 

Products/Services:  Pipe  nipples;  pipe  fittings. 

Technical  Enterprise 

680,  707  - 7 Ave.  S.W. 

Calgary,  AB  T2P  3H6 


Phone:  (403)262-3678 
Fax:  (403)  263-7770 

Contacts:  Dean  Lindberg,  Sis. Mgr. 

Products/Services:  Gas  monitoring.  Rig  rat;  shack  rat;  pack  rat;  plant 
rat. 


Technifluids 

650,  840  - 6 Ave.  S.W. 

Calgary,  AB  T2P  3E5 
Phone:  (403)237-0346 
Fax:  (403)  269-7224 

Contacts:  R.  Northcott,  Sis. Mgr. 

D.  Friesen,  Optns.Mgr. 

Products/Services:  Drilling/workover  - completion  fluid  supply  and 
service.  Bentonite;  barite;  CMC;  PAC;  caustic  soda;  sized  carbonates; 
lignosulfonates;  xanthan  gum;  non  damaging  workover  products. 


Tega  Oilfield  Supply 

1, 4312  Ogden  Rd.  S.E. 

Calgary,  AB  T2G  4V3 
Phone:  (403)265-5080 
Fax:  (403)  265-5590 

Contacts:  E.F.  Gaffney,  Pres. 

B.  Donnelly,  Vice-Pres. 

Products/Services:  Manufacturers  representative  and  distributor  of 
oilfield  and  plant  flow  control  devices.  Taylor  Tools  relief  valves;  plug 
and  probe  system;  oil  sampling  devices;  pressure  regulating  valves  and 
chokes;  CEMCO  relief  valves  and  parts;  GM  check  valves;  Matheson- 
Kitigawa  gas  detectors  and  controls. 


Telba  Oilfield  Rentals  Ltd. 

Box  7 

High  Level,  AB  T0H  1Z0 
Phone:  (403)926-2622 
Fax:  (403)926-4122 

Contacts:  Barney  Roth,  Owner/Mgr. 

Products/Services:  Rental  of  oilfield  production  equipment  and 
installations.  Separators;  line  heaters;  tanks  100  - 400  bbl.;  flarestacks; 
gas  boots;  pipe  and  fittings;  rig  matts;  flame  arresters;  stairs  and 
landings  and  mobile  steamer. 


Tempest  Developments  Ltd. 

512,  7015  Macleod  Trail  S.W. 

Calgary,  AB  T2H  1X9 

Phone:  (403)259-5300 

Fax:  (403)  255-7067 

Contacts:  Ken  Weller,  Completions  Mgr. 

Frank  Ceh,  Drlg.Mgr. 

Products/Services:  Office  management  and  field  supervision  of 
construction,  drilling,  completion  and  workover  operations. 


Terra  Nova  Industries  Inc. 

51 10C -77  Ave.  S.E. 

Calgary,  AB  T2C  2Z2 
Phone:  (403)236-0800 
Fax:  (403)  236-0803 

Contacts:  Roger  Bull,  Pres. 

Dennis  Matchim,  Gen. Mgr. 

Products/Services:  Manufacture  and  construction  of  self-framing  and 
rigid  frame  metal  buildings.  Metal  building  components;  metal  cabinets; 
insulated  metal  enclosures. 

(See  our  advertisement  on  page  67) 
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Terroco  Drilling  Ltd. 

Box  10,  Site  14,  R.R.  1 
Red  Deer,  AB  T4N  5E1 
Phone:  (403)346-1171 
Fax:  (403)  346-9720 

Contacts:  Bob  Kerik,  Drlg.Supvr. 

Products/Services:  Drilling  contractors.  Two  drilling  rigs  (3200  metre). 


Testmaster  Production  Services  Ltd. 

816-5  Ave.  S.W. 

Calgary,  AB  T2P  0N3 

Phone:  (403)266-3116 

Fax:  (403)  263-4868 

Contacts:  R.D.  Galloway,  Pres.  Gen. Mgr. 

R.G.  Bradley,  Asst.Gen.Mgr. 

Products/Services:  Gas  and  oilwell  production  testing  and  evaluation. 
Portable  production  separators;  line  heaters  and  associated  equipment. 


Texflo  Machining  Limited 

5931  - 87A  St. 

Edmonton,  AB  T6E  5W6 
Phone:  (403)468-5145 
Fax:  (403)  465-7982 

Contacts:  George  Ramsay,  Exec. Off. 

Products/Services:  Piston  rings;  rider  bands;  compressor  pistons; 
compressor  rods;  compressor  valves;  pump  parts;  custom  machining; 
coatings  of  Tungsten  carbide,  nickel,  cobalt. 

THALHEIMER  Commercial  and  Corporate 
Film  and  Video 

524  Markerville  Road  N.E. 

Calgary,  AB  T2E  5X2 

Phone:  (403)276-5970 

Fax:  (403)  276-6927 

Contacts:  James  Thalheimer,  Proprietor. 

Products/Services:  Write,  produce  and  direct  award  winning,  broadcast 
quality,  promotional,  safety  and  instructional  video,  on  time  and  on 
budget. 

Thermo  Design  Engineering  Ltd. 

1170,  700-4  Ave.  S.W. 

Calgary,  AB  T2P  3J4 
Phone:  (403)269-3724 
Fax:  (403)  266-4849 

Contacts:  Brent  Gibson,  Sis. Mgr. 

Jim  Montgomery,  Pres. 

Products/Services:  TDE  provides  detailed  engineering,  design  and 
fabrication  services  for  oil  and  gas  processing  plants  and  production 
facilities.  LPG  extraction  and  fractionation  plants;  hydrocarbon  and 
water  dew  point  control  plants;  gas  removal  and  sulphur  recovery 
plants;  equipment  packages  - separators,  dehydrators  and  line  heaters; 
small  scale  - topping  plants,  petrochemical  plants,  and  LNG  plants. 

Thornhill  Ranching  Products  Ltd. 

Box  30 

Mossleigh,  AB  T0L1P0 
Phone:  (403)534-3740 
Fax:  (403)  534-2359 

Contacts:  W.J.  (Bill)  Thornhill,  Pres. 

Lynn  M.  Thornhill,  Sec. 

Products/Services:  Wholesale  distributor  for  livestock  equipment, 
buildings  (farm  & commercial),  truckboxes  and  accessories,  flags  and 
banners. 


Terra  Nova  Industries  Inc. 

Self-Framing  & Rigid  Framed 
Metal  Buildings  For 

Industrial,  Commercial  and  Residential  Use 

•Registered  QA/QC  Program  - Z299.3/ISO  9003 
•Relocatable  Roll -Forming  Manufacturing  System 


Terra  Nova 
v/AP/jmmmm 


“Quality  Shelters  World-Wide” 

5 HOC-  77th  Avenue  S.E. 

Calgary,  Alberta 
Canada  T2C  2Z2 

Ph:  (403)  236-0800  Fax:  (403)  236-0803 


Thuro  Services  (Western)  Ltd. 

816-46  Ave.  S.E. 

Calgary,  AB  T2G  2A6 
Phone:  (403)  243-0276 
Fax:  (403)  243-3371 

Contacts:  A.P.  Varro,  Pres. 

Ray  McLeod,  Gen.  Mgr. 

Products/Services:  Cleaning  of  sanitary/storm  lines;  TV  inspection  of 
sewer  lines;  trenchless  pipe  lining;  U-linerpipe  lining;  vacuuming  (septic 
tanks,  sumps);  hi-pressure  flushers;  vacuum  units;  video  inspection 
van's/equipment;  augering/root  cutting  equipment;  pumps  parts  and 
accessories;  hi-pressure  hose. 

T.I.L. 

A Division  of  Terroco  Industries  Ltd. 

Box  10,  Site  14,  R.R.  1 
Red  Deer,  AB  T4N  5E1 
Phone:  (403)346-1171 
Fax:  (403)  346-9720 

Products/Services:  Oilfield  equipment  supplies  and  parts. 


Tippet  Richardson  Limited 

2905  - 37  Ave.  N.E. 

Calgary,  AB  T1Y5Z9 
Phone:  (403)291-1140 
Contacts:  Al  Misko,  Gen. Mgr. 

Graham  Kilford,  SIs.Mgr. 

Products/Services:  Moving;  storage;  employee  relocations. 
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Tisza  Industries  Limited 

13,  2219  - 35  Ave.  N.E. 

Calgary,  AB  T2E  6W3 
Phone:  (403)291-3883 
Fax:  (403)291-3759 

Contacts:  Peter  Horvath,  Exec.Off. 
Products/Services:  Machine  shop. 


T I W Canada  Ltd. 

Box  191 

Nisku,  AB  T0C2G0 

Phone:  (403)955-2510 

Fax:  (403)  955-2513 

Contacts:  L.L.  Gillespie,  Exec.Off. 

Products/Services:  Oil  well  equipment;  pipe  fittings. 


T & M Equipment  Services  Ltd. 

3110-50  Ave. 

Lloydminster,  AB  T9V  1 H4 
Phone:  (403)  875-7728 
Fax:  (403)  875-7727 

Contacts:  Tom  Plant,  Pres. 

Products/Services:  Pumping  engines  repair  and  overhaul  (both  field 
and  shop).  Plus  repair  ignition  systems  for  same,  also  cylinder  heads. 
Repair  of  jackshaft  and  speed  reducers  etc.  Exchange  components 
(most  commonly  used)  parts. 


Tongco  Sales  & Services  Ltd. 

Box  665 

Nisku,  AB  T0C2G0 
Phone:  (403)955-2977 
Fax:  (403)955-8914 

Contacts:  Richard  Thomson,  Mgr. 

Products/Services:  Repairs  to  all  makes  of  power  tongs,  catheads  and 
kelly  spinners.  Parts  for  Foster  equipment. 


Top  Grade  Machining  Ltd. 

151  Industrial  Rd. 

Box  1 949 

Brooks,  AB  T1R1C6 
Phone:  (403)362-7498 
Fax:  (403)  362-4203 

Contacts:  R.  Kunz,  Exec.Off. 

Products/Services:  Custom  machining  - oil  and  gas. 


Top-co  Industries  Ltd. 

7720-  17  St. 

Edmonton,  AB  T6P  1S7 
Phone:  (403)440-4440 
Fax:  (403)  440-4443 

Contacts:  Albert  Hennessey,  Pres. 

Bob  Ryll,  Gen. Mgr. 

Products/Services:  Manufacturer  and  supplier  of  primary  cementing 
equipment  and  casing  accessories.  Float  shoes  and  collars;  stage 
collars;  centralizers;  stop  collars;  scratchers;  thread  lok;  plug  dropping 
heads;  cement  baskets. 

Toran  Power  Equipment  Sales 
& Rentals  Ltd. 

1, 4101  - 19  St.  N.E. 

Calgary,  AB  T2E  6X8 


Phone:  (403)291-3171 
Fax:  (403)250-2153 

Contacts:  Irvin  Tobler,  Gen. Mgr. 

Grace  McLeod,  Sis. 

Products/Services:  Oilfield  equipment  rentals;  portable  generator 
fleet;  housed  and  skidded  20  - 250  KW  sizes;  tandem  winch  tractor/ 
trailer  service.  Exclusive  distributor  for  Cavins,  Weatherford  close-head 
tongs. 


Townsend’s  Field  Scouting  Services  Ltd. 

6724  Lepine  Court  S.W. 

Calgary,  AB  T3E  6G3 
Phone:  (403)249-9893 
Contacts:  R.E.  Townsend,  Pres. 

Products/Services:  Field  scouting  and  geophysical  scouting. 


TPS  Machine  & Welding 

1307 -8  St. 

Box  363 

Nisku,  AB  T0C2G0 
Phone:  (403)955-3333 
Fax:  (403)  955-3343 

Contacts:  T.  Swenson,  Gen. Mgr. 

Products/Services:  Oilfield  custom  machining;  custom  welding. 


TransMeridian  Inc. 

700,  1207-  11  Ave.  S.W. 

Calgary,  AB  T3C  0M5 
Phone:  (403)229-0103 
Fax:  (403)245-5156 

Contacts:  Gary  Tarrant,  Mgng. Dir. 

Louise  Bevington,  Dir.Trade. 

Products/Services:  International  oil/gas  project  management;  complex 
proposal/bid  preparation  service;  procurement  service  (international). 


Travco  Industrial  Housing  Limited 

1507 -8  St. 

Box  77 

Nisku,  AB  T0C2G0 
Phone:  (403)955-7366 
Fax:  (403)  955-8938 

Contacts:  Ralph  Jumago,  Pres. 

Fred  Newman,  Mktg.Dir. 

Products/Services:  We  are  a major  manufacturing  company  that 
design  and  build  structures  for  the  oil  and  gas,  energy,  mining  and 
forestry  industry.  Camps;  offices;  motels;  laboratories;  electrical 
generation;  water  and  sewage  treatment  buildings. 


Tree  Savers  International  Ltd. 

11303-96  Ave. 

Box  1454 

Grande  Prairie,  AB  T8V  4Z2 

Phone:  (403)539-5119 

Fax:  (403)  532-9545 

Contacts:  Bruce  Cherewyk,  Exec.Off. 

Products/Services:  Tree  savers  (wellhead  equipment). 

Tri  Service  Machine  Ltd. 

Box  122 

Nisku,  AB  T0C2G0 
Phone:  (403)955-7966 
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Fax:  (403)  955-7962 

Contacts:  John  Tempan,  Exec.Off. 

Products/Services:  Drawworks;  mud  pumps;  upper  and  lower  kelly 
cock;  substructures;  unitized  mud  pumps  and  motors;  replacement 
parts;  custom  oilfield  manufacturing. 


Tri-City  Drilling  (1968)  Ltd. 

14305-  120  Ave. 

Edmonton,  AB  T5L2R8 
Phone:  (403)453-3771 
Fax:  (403)  453-31 98 

Contacts:  Alex  Racine,  Pres. 

Rose  Marie  Kody,  Gen. Mgr. 

Products/Services:  Oilwell  drilling  contractor.  Fourteen  drilling  rigs  - 
depth  range  400  - 2400  meters. 


Triconn  Production  Systems  Ltd. 

1660,  717-7  Ave.  S.W. 

Calgary,  AB  T2P  0Z3 
Phone:  (403)262-8181 
Fax:  (403)264-1584 

Contacts:  Don  Conn,  Pres. 

Ken  Conn,  Vice-Pres. 

Products/Services:  Sales  and  rentals  of  Petro  Lift  portable  oilwell 
pumping  units;  sales  of  walking  beam  casing  gas  reduction  gas 
compressors;  oilwell  pumping  unit  sales  and  service;  gas  engine  repair, 
water  injection  pump  repair.  Gas  Kicker  - walking  beam  casing  gas 
reduction  gas  compressors;  used  oilwell  pumping  units. 


Tri-Ener-Tech  Petroleum  Services  Ltd. 

800,  800  - 5 Ave.  S.W. 

Box  1 1 00 

Calgary,  AB  T2P  2K9 
Phone:  (403)264-5530 
Fax:  (403)269-4136 

Contacts:  Derek  Smith,  CEO. 

R.A.  (Bob)  Stevens,  COO. 

Products/Services:  Dynamometer  tests,  SONOLOG  fluid  level  test. 
Automatic  well  sounder  buildup  surveys,  production  testing  and 
supervision,  production  engineering,  well  test  design  and  analysis, 
production  optimization  software.  SONOLOG  well  sounder;  TET  digital- 
1 dynamometer  system;  operating  supplies  and  repairs  for  all  types  of 
acoustic  well  sounders. 


Triumph  Tubular  & Supply  Ltd. 

875,  441  - 5 Ave.  S.W. 

Calgary,  AB  T2P  2V1 

Phone:  (403)262-3777 

Fax:  (403)  264-3749 

Contacts:  Wendy  A.  Norbeck,  Off. Mgr. 

Products/Services:  Sale  of  OCTG,  seamless  and  ERW,  linepipe,  float 
and  wellhead  equipment.  Mannesmann  Pipe  & Steel  Corp.  seamless 
casing  and  tubing;  Prudential  Steel  Ltd.  ERW  casing,  tubing  and 
linepipe;  Algoma  seamless  casing  and  tubin 


Tru-Weld  Grating  Ltd. 

Box  6778 

Wetaskiwin,  AB  T9A  2G4 

Phone:  (403)352-9171 

Fax:  (403)  352-6492 

Contacts:  G.G.  (Glen)  Brososky,  Plt.Mgr. 


A.H.  (Allan)  Jackson,  Inside  Sis. 

Products/Services:  Manufacture  and  fabrication  of  welded  bar  grating. 
Welded  bar  grating  panels;  fabricated  grating  products;  welded  bar 
grating  treads. 


Twin  Tops  Industries  Ltd. 

4020  - 7 St.  S.E. 

Calgary,  AB  T2G  2Y8 
Phone:  (403)287-3101 
Fax:  (403)  243-9624 

Contacts:  Larry  Steer,  Gen. Mgr. 

Winston  Blenman,  Shop  Supt. 

Products/Services:  Fibreglass  coating  and  repairs  to  field  tanks. 
Fibreglass  buildings;  well  head  structures;  fibreglass  tanks;  custom 
fibreglass  components. 


Underwater  Specialists  Ltd. 

Box  1348 

Cochrane,  AB  T0L  0W0 

Phone:  (403)  932-3620 

Fax:  (403)  932-4652 

Contacts:  H.W.R.  (Walt)  Jackson,  Pres. 

Wm.  (Bill)  Stark,  Mgr.Marine  Optns. 

Products/Services:  Commercial  diving,  marine  contracting,  industrial 
dredging. 


United  Resource  Safety  Ltd. 

340,  525  - 28  St.  S.E. 

Calgary,  AB  T2A  6W9 
Phone:  (403)273-7774 
Fax:  (403)  273-0963 

Contacts:  Murray  McNeil,  Pres. 

Fred  Farmer,  Mktg.Dir. 

Products/Services:  Fully  integrated  industrial  safety  company  providing 
comprehensive  safety  management  services,  direct  job  site  supervision, 
personnel  safety  training,  corporate  and  site  specific  emergency  response 
plans  and  safety  equipment.  Safety  equipment  for  protection  against 
toxic  environments. 


Universal  Industries  Ltd. 

Box  1590 
5014-65  St. 

Lloydminster,  AB  T9V  2K2 
Phone:  (403)875-6161 
Fax:  (403)875-6169 

Contacts:  Ed  Brauer,  Pres. 

Bob  Pringle,  Mgr.Constr. 

Products/Services:  Welding;  Fabrication;  Machining;  construction; 
crane  service;  tank  moving  equipment;  engineering  and  drafting.  Vessels; 
tankage;  dehydrators;  treaters;  line  heaters;  pumping  units;  well  testing 
equipment. 


Universal  Thread  Services 

9532-  100  St. 

Edmonton,  AB  T5K  0T5 
Phone:  (403)441-9252 
Fax:  (403)440-1729 

Contacts:  Richard  Corkery,  Pres. 

Terry  Donaldson,  Sec-Treas. 

Products/Services:  Supervise  running  of  premium  connections.  Visual 
thread  inspection. 
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Valgro  Ltd. 

1014A-  12  Ave.  S.W. 

Calgary,  AB  T2R  0J6 
Phone:  (403)244-0002 
Fax:  (403)  228-3741 

Contacts:  Gary  Matthews,  Mktg.Mgr. 

Merv  Day,  Vice-Pres.Mktg. 

Products/Services:  Manufacturing  licensee  for  Grove  valve  and 
regulator.  Manufacture  and  supply  of  pipeline  ball  and  gate  valves. 
Grove  trunnion  mounted  ball  valves;  Grove  slab  gate  valves  (through 
conduit);  Grove  regulators  and  back  pressure  valves;  Grove  surge  relief 
systems. 


Valmet  Automation 

1,6325 - 12  St.  S.E. 

Calgary,  AB  T2H  2K1 
Phone:  (403)253-8848 
Fax:  (403)  259-2926 

Contacts:  Nick  Jermihov,  Exec. Off. 

Products/Services:  Process  control  systems  - pipeline,  chemical; 
computerized  pipeline  systems;  system  controllers;  actuators;  computer- 
based  process  control  systems. 


Valtek  Controls  Ltd. 

9044-  18  St. 

Edmonton,  AB  T6P  1K6 
Phone:  (403)449-4850 
Fax:  (403)  449-4851 

Contacts:  Eric  Anthony,  Gen. Mgr. 

Gilles  Gaudet,  Vice-Pres.SIs. 

Products/Services:  Control  valves  general  and  severe  service  1/2"  to 
42",  150  - 2500  lb.  piston  check  valves. 


Vam  Premium  Connections  Limited 

620,  407  - 2 St.  S.W. 

Calgary,  AB  T2P  2Y3 
Phone:  (403)233-0119 
Fax:  (403)  266-2332 

Contacts:  W.  Lyle  Hanna,  Vice-Pres. 

Joe  Redineer,  Mgr.Tech.Serv. 

Products/Services:  Manufacture  premium  connections  (VAM)  for 
OCTG.  VAM  technical  services.  VAM  ACE;  regular  VAM  and  flush  joint 
liner  (FJL)  for  casing  and  tubing  (OCTG). 


Vapor  Tech  Systems 

20715  - 107  Ave. 

Edmonton,  AB  T5S  1W5 
Phone:  (403)447-3308 
Fax:  (403)  447-4062 

Contacts:  Keith  Eccles,  Exec.Off. 

Products/Services:  Oilfield  equipment. 

Varco  BJ  Oil  Tools 

6619-45  St. 

Box  3778 

Leduc,  AB  T9E  6M7 

Phone:  (403)986-6868 

Fax:  (403)  986-6285 

Contacts:  Kevin  Markiw,  Cdn.Reg.SIs. 

Products/Services:  Elevators;  hooks  and  links;  hand  and  power  slips; 
manual  and  power  tongs;  kelly  and  drill  pipe  spinners;  kelly  and  master 
bushings;  hydraulic  and  mechanical  catheads;  top  drives  and  racking 
systems;  iron  roughnecks;  hydraulic  power  supply  units. 


Variperm  (Canada)  Limited 

8,  3424-26  St.  N.E. 

Calgary,  AB  T1Y4T7 
Phone:  (403)  250-7263 
Fax:  (403)  250-9695 

Contacts:  Perry  Parker,  Sis. Eng. 

William  C.  Nurcombe,  Gen. Mgr. 

Products/Services:  Sand  control;  fishing  and  rental  tools;  bailing 
equipment;  packer  design.  Sand  control  screens;  liners  and  liner 
hangers;  bull  dog  bailers;  production  and  service  tools  rental  equipment. 


Verbaan  Testers  (1988)  Ltd. 

8409  - 24  St. 

Edmonton,  AB  T6P1L3 
Phone:  (403)467-1339 
Fax:  (403)467-0178 

Contacts:  Gary  Lungal,  Pres. 

Lyle  Filliol,  Vice-Pres. 

Products/Services:  Inflate  and  conventional  oil  and  gas  well  testing 
and  equipment. 


Vicom  Ltd. 

202,  822-  11  Ave.  S.W. 

Calgary,  AB  T2R  0E5 
Phone:  (403)264-3950 
Fax:  (403)  263-4079 

Contacts:  Barry  Chugg,  Vice-Pres. 

Jim  Connolly,  Acct.Mgr. 

Products/Services:  Video  and  multimedia  based  training  production 
and  video  and  multimedia  based  promotional  productions. 


Vitri  Plastics  Inc. 

4020 -7  St.  S.E. 

Calgary,  AB  T2G  2Y8 
Phone:  (403)287-3101 
Fax:  (403)  243-9624 

Contacts:  Larry  Steer,  Gen. Mgr. 

Winston  Blenman,  Shop  Supt. 

Products/Services:  Fibreglass  coating  and  repairs  to  field  tanks. 
Fibreglass  buildings;  well  head  structures;  fibreglass  tanks;  custom 
fibreglass  components. 

Volk  Percision  Industries  Ltd. 

4611  -6A  St.  N.E. 

Calgary,  AB  T2E  4B4 
Phone:  (403)230-3115 
Fax:  (403)277-1417 

Contacts:  Jay  G.  Scott,  Exec.Off. 

Harry  Lane,  Export  Mgr. 

Products/Services:  Machine  shop. 


Volker  Stevin  Offshore  Canada  Inc. 

710,  255-5  Ave.  S.W. 

Calgary,  AB  T2P  3G6 
Phone:  (403)234-7890 
Fax:  (403)294-1693 

Contacts:  Nico  W.  Roeiofsen,  Pres. 

John  G.  Wainwright,  Vice-Pres. 

Products/Services:  Directional  drilling  contractor  for  river  crossings 
and  shore  approaches;  marine  and  offshore  contractor;  environmental 
and  waste  management  contractor.  Directional  drilling  rigs;  marine 
equipment  including  subsea  wellhead  protection  systems;  proven  solid 
waste  separation  system  plus  soil  and  water  remediation  systems. 
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Vortex  Microsystems  Inc. 

10010-  107 A Ave. 

Edmonton,  AB  T5H  4H8 
Phone:  (403)493-8103 
Fax:  (403)493-8199 

Contacts:  J.  Bulmer,  Exec.Off. 
Products/Services:  Submersible  pump  controller. 


Wabash  Oilfield  Services 
Div.  of  264333 

9312-  1 10A  St. 

Box  2040 

Westlock,  AB  TOG  2L0 
Phone:  (403)349-4282 
Fax:  (403)349-4716 

Contacts:  Ron  Riopel,  Exec.Off. 
Products/Services:  Truck  tanks,  oilfield  equipment. 


Wadeco  Oilfield  Services  Ltd. 

6616-45  St. 

Box  3240 

Leduc,  AB  T9E  6L9 
Phone:  (403)986-6063 
Fax:  (403)  986-6362 

Contacts:  Lon  Briscoe,  Gen. Mgr. 

Products/Services:  Solids  control;  waste  management;  sludge  pit 
cleanups.  Manufacture;  rental;  repair;  sales  of  centrifuges;  premix 
tanks;  pumps;  generators.  Sole  Canadian  agent  for  Derrick  Flo-Line 
cleaners  and  Nor-Mix  jet  blenders. 


Wales  Contractors  Ltd. 

R.R.  1 

Grande  Prairie,  AB  T8V  2Z8 
Phone:  (403)532-0235 
Fax:  (403)  532-6700 

Contacts:  Gerald  Wales,  Pres. 

Products/Services:  Oilfield  construction;  road  building;  seismic  line 
cutting;  lease  building  and  site  maintenance.  Dozer  crawlers;  graders; 
backhoes;  gravel  trucks;  maintenance  equipment. 


Walker  Steel  Corporation 

2210,  520-5  Ave.  S.W. 

Calgary,  AB  T2P  3R7 
Phone:  (403)264-4146 
Fax:  (403)  269-4224 

Contacts:  Thomas  B.  Irvine,  Pres. 

Donald  J.  McMurray,  Comptr. 

Products/Services:  Manufacture,  sales  and  service  of  wellhead 
equipment,  API  gate  valves,  BOP’s  and  high  pressure  swivel  joints. 
Services  include  wellhead  installations,  specialized  machining  and 
repair  and  refurbishing  of  used  wellhead  equipment.  Wellhead  equipment; 
gate  valves;  BOP’s;  swivel  joints. 

Walker-McDonald  Bits  Ltd. 

6159-40  St.  S.E. 

Calgary,  AB  T2C  2B1 
Phone:  (403)279-2433 
Fax:  (403)  236-7498 

Contacts:  Bill  Watson,  Pres. 

Les  Shields,  Sis. Mgr. 

Products/Services:  Manufacture  and  sale  of  drilling  bits  used  in 
seismic  exploration,  mining,  quarrying  and  construction  activities.  Rotary 


drill  bits;  Ingersoll-Rand  hammers  and  bits;  Bulroc  hammers  and  bits; 
Halco  hammers  and  bits. 


Walmac  Manufacturing 

6159-40  St.  S.E. 

Calgary,  AB  T2C  2B1 
Phone:  (403)279-2433 
Fax:  (403)  236-7498 

Contacts:  William  Watson,  Exec.Off. 

Products/Services:  Water  drilling  goods;  seismic  recording  instruments. 


Karl  W.  Walthers  General  Repairs 
Machining  & Mfg. 

215,  53063  Range  Rd. 

Ardrossan,  AB  T0B  0E0 
Phone:  (403)922-3458 
Contacts:  Karl  W.  Walthers,  Exec.Off. 
Products/Services:  Cementing  plugs;  valves. 


Warner  Shelter  Systems  Limited 

9811  -44  St.  S.E. 

Calgary,  AB  T2C  2P7 
Phone:  (403)279-7662 
Fax:  (403)  236-2633 

Contacts:  Ron  Melchior,  Sis. Mgr. 

George  Kanjirappala,  Optns.Mgr. 

Products/Services:  Manufacture,  sales,  lease  and  rental  of  fabric-clad 
structures  including  industrial  tents  and  modular  structures.  Portable 
buildings;  tarpaulins;  tents,  industrial;  heaters. 


Waygard  Coating  Systems  Ltd. 

2102 -5  St. 

Box  524 

Nisku,  AB  T0C2G0 
Phone:  (403)955-2856 
Fax:  (403)955-7215 

Contacts:  Gary  W.  Kiziak,  Vice-Pres.Gen.Mgr. 

Myron  W.  Myroon,  Bus. Mgr. 

Products/Services:  Specialty  coating  applicators  of  powder,  liquids 
and  thermal  plastics  for  sucker  rod,  rebar,  light  standards,  structural 
steel,  valves,  fittings,  weld  wire  mesh,  vessels,  and  other  industrial 
applications. 


Waylan  Oilfield  Maintenance 
& Services  Ltd. 

11003-97  Ave. 

Grande  Prairie,  AB  T8V  4G6 
Phone:  (403)538-1200 
Fax:  (403)  539-7073 

Contacts:  Ed  Wright,  Pres. 

Colin  Grettum,  Optns.Mgr. 

Products/Services:  All  oilfield  construction,  maintenance,  pipeline, 
light  and  heavy  trucking  and  shop  fabrication,  contract  production 
operating,  cats,  backhoes  and  graders. 


WCT  Oilfield  Services  Ltd. 

Box  594 

Whitecourt,  AB  T7S  1G1 
Phone:  (403)778-3195 


Edition 


-71- 


Alberta  Petroleum  Equipment  & Services  Directory 


Fax:  (403)778-3145 

Contacts:  Herb  Meier,  Pres. 

Products/Services:  Sandblasting;  industrial  painting;  internal  coatings; 
steam  cleaning;  washing. 


Wearmouth  Waste-Tech 

9420-44  St.  S.E. 

Calgary,  AB  T2P  2G6 
Phone:  (403)236-2202 
Fax:  (403)  279-3070 

Contacts:  Jeff  Wearmouth,  Pres. 

James  Watt,  Sis. Mgr. 

Products/Services:  Wearmouth  Waste-Tech  specializes  in  special 
waste  concerns,  in  particular  hazardous  waste  disposal  and  transport, 
site  remediation,  asbestos  abatement,  sampling  and  air  monitoring. 
T ransport  equipment  for  moving  and  packaging  of  hazardous  wastes  or 
wastes  requiring  special  handling;  equipment  for  excavation  of  sites 
including  all  aspects  of  demolition  and  site  decommissioning. 


Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

14435-  116  Ave. 

Edmonton,  AB  T5M  3E8 

Phone:  (403)455-2176 

Fax:  (403)  452-6830 

Contacts:  F.H.  Drury,  Pres.  & Gen. Mgr. 

Dick  Goebel,  Asst.Gen.Mgr. 

Products/Services:  Power  tongs  to  20";  external  pressure  testing; 
penniyoke;  drill  pipe  spinners;  casing  bucking  services;  pickup  and 
laydown  machines;  J.A.M.  torquing  services.  Down  hole  cementing 
tools;  float  equipment;  scratchers;  centralizers;  cement  baskets;  stop 
collars;  drill  pipe  protectors;  thread  lock;  dual  tubing  units  and  big  inch 
handling  tools. 


Weissenborn  Oil  Tool  Inc. 

5955-  103A  St. 

Edmonton,  AB  T6H  2J7 

Phone:  (403)435-5218 

Fax:  (403)435-5218 

Contacts:  E.M.  (Abe)  Weissenborn,  Pres. 

Products/Services:  Tubing  conveyed  firing  heads  and  accessory 
equipment:  firing  heads,  flow  subs,  separation  subs  (gun  drop  off  tools), 
surge  tools,  pressure  release  subs  (cobes  sub),  R/A  marker  subs, 
pressure  activated  firing  heads,  by-pass  subs,  gun  swivels,  hydraulic 
tubing  drain,  production  valve. 


Wel-Can  Welding  & Fabrication  Ltd. 

Site  15,  Box  7,  R.R.  1 

Red  Deer,  AB  T4N  5E1 

Phone:  (403)343-7355 

Fax:  (403)  340-8645 

Contacts:  Barry  Simpson,  Exec.Off. 

Products/Services:  Oilfield  equipment;  secondary  steel;  structural 
steel;  piping;  custom  steel  items;  pressure  vessels;  hydro  seeders; 
pump  skids;  dog  houses;  mud  tanks;  skids;  matting;  substructures;  steel 
buildings;  catwalks;  flare  bo  ; pipe  racks. 


Welchem  Canada  Ltd. 

1404 -8  St. 

Box  101 

Nisku,  AB  T0C2G0 
Phone:  (403)955-2222 
Fax:  (403)  955-7858 


Contacts:  J.  (Barrie)  Brookman,  Reg. Mgr. 

Brent  Clark,  Tech. Mgr. 

Products/Services:  Oilfield  production  specialty  chemicals;  production, 
stimulation  and  refining  of  crude  oil.  Demulsifiers;  scale  inhibitors; 
asphaltene  solvents;  microbiocides;  defoamers;  corrosion  inhibitors; 
paraffin  inhibitors;  oxy  scavengers;  water  clarifiers;  viscosity  reducers. 


Wells  Cargo  Oilfield  Services 

5633-55  St.  S.E. 

Calgary,  AB  T2C  3G9 
Phone:  (403)236-2200 
Fax:  (403)279-1750 

Contacts:  Walt  Stevenson,  Mgr.  Oilfield  Prod. 

Products/Services:  Bulk  commodity  supplier  and  carrier  of  a wide 
variety  of  completion  and  stimulation  fluids.  T ransportation  services  for 
all  types  of  fluid  systems  utilizing  a wide  variety  of  equipment 
configurations.  Bulkcommodity  chemicals  (ie.  methanol,  xylene,  toluene, 
etc.)  Wide  range  of  fracturing  fluids. 


Wells  Hall  Fabrication  & 

Construction  Ltd. 

6115-30  St. 

Edmonton,  AB  T6P  1J8 
Phone:  (403)465-3391 
Fax:  (403)  465-3402 

Contacts:  Ralph  Hagloch,  Chf.Eng. 

Lonnie  Mudryk,  Chf.Estimator. 

Products/Services:  Oil  and  gas  production  equipment  for  field 
installation.  Separators;  line  heaters;  emulsion  treaters;  dehydrators; 
manifolds;  meter  skid;  satellites;  skid  packaging. 


Weltec  - Alan  Industries  Inc. 

9825  - 60  Ave. 

Edmonton,  AB  T6E  0C6 
Phone:  (403)438-6778 
Fax:  (403)  437-7304 

Contacts:  Brian  Callaghan,  Pres. 

Daryl  Loney,  Vice-Pres. 

Products/Services:  Manufacturing  of  surface  well  completion 
equipment.  Polished  rod  clamps;  polished  rods;  rod  rotators;  back 
pressure  regulators;  stuffing  boxes;  cone  packing;  blow  out  preventers; 
well  completion  specialty  products  all  made  in  Canada. 


Weltec  Oilfield  Specialties,  Inc. 

9825  - 60  Ave. 

Edmonton,  AB  T6E  0C6 
Phone:  (403)438-6602 
Fax:  (403)  437-7304 

Contacts:  Daryl  Loney,  Pres. 

Brian  Callaghan,  Vice-Pres. 

Products/Services:  Manufacturers  representative;  stocking  distributor. 
Pres-T ec  hammer  unions  and  chokes;  T aylor  relief  valves;  flow  restrictors; 
safety  valves;  half  butterfly  valves;  Weltec-Alan  well  completion 
equipment;  petro  urethane  coated  sucker  rod  couplings;  miscellaneous 
oilfield  equipment. 


Weltech  Manufacturing  & Services  Ltd. 

702  - 23  Ave. 

Box  206 

Nisku,  AB  T0C2G0 
Phone:  (403)955-7574 
Fax:  (403)  955-3467 


-72- 


1992 


Company  Profiles 

1 


Contacts:  Don  Dashney,  Sis. Mgr. 

John  Mazereeuw,  Serv.Mgr. 

Products/Services:  Repairs  to  all  makes  of  blowout  preventers, 
scheduled  maintenance  of  B.O.  P.’s  from  testing  up  to  complete  rebuilds. 
Three  year  and  H2S  certifications;  repairs  to  all  makes  of  gate,  plug,  ball 
valves,  kelly  cocks,  safe  valves,  etc.  Repairs  and  maintenance  to  all 
makes  of  accumulator  systems  including  E.H.,  electric  hydraulic  and  air 
remotes;  complete  rebuilding,  cleaning  and  testing  of  all  makes  of 
accumulator  systems. 


Wemas  Metal  Products 

636  - 36  Ave.  N.E. 

Calgary,  AB  T2E  2L7 

Phone:  (403)276-4451 

Fax:  (403)  277-0725 

Contacts:  John  Dunnebacke,  Gen. Mgr. 

Horace  Bauer,  Asst.Mgr. 

Products/Services:  Custom  metal  fabricating  facility  specializing  in 
aluminum,  stainless  steel  and  non-ferrous  metals.  CNC  turret  punch; 
press  work;  tool  and  die;  forming  and  welding  of  all  metals.  Washers  (for 
drill  cuttings);  tanks/vessels;  all  types  of  custom  metal  work  from  small 
to  large. 


Wermac  Electric  Ltd. 

5115-76  Ave.  S.E. 

Calgary,  AB  T2C  3C6 
Phone:  (403)279-2358 
Fax:  (403)279-2417 

Contacts:  Brian  G.  MacKinnon,  Pres. 

David  Bradshaw,  Sls.Tech.Appl. 

Products/Services:  Field  service  for  our  control  systems.  Variable 
speed  drive  systems  (manufacture  specialty  control  systems);  electric 
motors. 


West  Canadian  Graphic 
Industries  (1986)  Ltd. 

901  - 10  Ave.  S.W. 

Calgary,  AB  T2R  0B5 

Phone:  (403)245-2555 

Fax:  (403)  244-6426 

Contacts:  George  H.  Brookman,  Pres. 

Judy  A.  Schmidt,  Exec.Vice-Pres. 

Products/Services:  Reprographics:  photocopying,  line  camera,  XEROX 
5080,  laser  color  copying,  laser  plotting,  scanning  and  drawing 
conversion,  microfilming.  Canon  micrographic  equipment,  Canofile, 
shredders,  book  trucks  (carts),  Fiji  microfilm. 


Westcamp  Catering  (1981)  Ltd. 

17221  - 106  Ave. 

Edmonton,  AB  T5S  1 E7 
Phone:  (403)489-7734 
Fax:  (403)  484-2441 

Contacts:  Vernon  Poeter,  Gen. Mgr. 

Gordon  Poeter,  Optns.Mgr. 

Products/Services:  To  supply  camp  and/or  catering  to  the  oilfield  and 
construction  industry.  All  lines  of  industrial  camps  and  all  catering 
supplies. 


Westech  Industrial  Ltd. 

5636  Burbank  Cres.  S.E. 
Calgary,  AB  T2H  1Z6 
Phone:  (403)252-8803 


Fax:  (403)  253-6803 

Contacts:  Ian  D.  Brodie,  Electronic  Sis. Mgr. 

Kevin  Bishop,  Mech.SIs.Mgr. 

Products/Services:  Installation  of  analyzers  and  general 
instrumentation  in  panels,  enclosures  and  self  contained  shelters. 
Analyzer  and  sample  conditioning  system  engineering  and  construction. 
Instrument  specifications  and  data  sheets.  Complete  service  and 
maintenance  contracts. 


Western  Drill  Collar  Inspection  Ltd. 

329  Kaska  Rd. 

Sherwood  Park,  AB  T8A  4E9 
Phone:  (403)464-3335 
Contacts:  Danny  Lamb,  Pres. 

Duane  Doig,  Sec-Treas. 

Products/Services:  Oilfield  (non-destructive  testing)  N.D.T.  service 
plus  refacing  service  on  oil  field  tubulars.  Black  light,  mag-particle,  die- 
penetrant  - methods  used  for  inspection  of  oilfield  tubulars  and  handling 
equipment. 


Western  Industrial  Laboratories  Limited 

8109  - 102  St. 

Edmonton,  AB  T6E  4A4 
Phone:  (403)439-7969 

Contacts:  Lawrence  (L.L.)  Alexander,  Pres.Gen.Mgr. 

Will  (W.G.)  Alexander,  Off.Mgr.Asst.Gen.Mg. 
Products/Services:  Air  pollution  studies  - total  sulphation,  H2S,  fluoride, 
dustfall,  maps,  graphs,  tables;  sewage  analysis  - lagoons,  treatment 
plants;  stream  pollution  surveys;  industrial  wastewater  analysis  - dairies, 
meat  packing,  breweries,  etc.;  microbiological  analysis  - oilfield  and 
industrial  waters,  drinking  water;  field  sampling  and  monitoring  programs; 
contract  laboratory  operating  services. 


Western  Instruments  Inc. 

Box  72,  Site  2,  R.R.  1 

St.  Albert,  AB  T8N  1M8 

Phone:  (403)459-6720 

Fax:  (403)  459-7837 

Contacts:  Mark  B.  Palynchuk,  Sis. Mgr. 

Marylu  Harrison,  Off.Mgr. 

Products/Services:  Development  of  ultrasonic  testing  systems  for 
automatic,  semi-automatic  and  manual  applications.  Ultrasonic  testing 
systems  for  welded  tube  and  pipe. 


Western  N.D.T. 

100,  10411  - 178  St. 

Edmonton,  AB  T5S  1 R5 
Phone:  (403)484-2410 
Fax:  (403)  484-3386 

Contacts:  Mark  Palynchuk,  Gen. Mgr. 

Ed  Koss,  Sis. Mgr. 

Products/Services:  Western  is  a distributor  of  non-destructive  testing 
equipment  (NDT),  and  provides  calibration,  repair  and  service  to  NDT 
equipment.  Ultrasonic  testing  equipment;  magnetic  particle  testing 
equipment;  liquid  penetrant  inspection  equipment;  hardness  testers; 
coating  thickness  gauges;  borescopes;  alloy  analyzers;  ultrasonic 
cleaners. 


Western  Oilfield  Environmental 
Services  Ltd. 

1100,  550  - 6 Ave.  S.W. 

Box  6688,  Stn.  D 
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Calgary,  AB  T2P  2E6 

Phone:  (403)266-3286 

Fax:  (403)  262-3430 

Contacts:  Alan  R.  Scheibner,  Pres. Gen. Mgr. 

Kelly  Scott,  Optns.Mgr. 

Products/Services:  Consulting  and  supervision  of:  environmental 
audits,  environmental  planning  studies,  oil  and  salt  spill  reclamation, 
water  well  testing,  facility  abandonment,  environmental  inspection, 
revegetation  and  land  reclamation  education  and  training. 


Western  Research 
Division  of  Bovar  Inc. 

1313-44  Ave.  N.E. 

Calgary,  AB  T2E  6L5 

Phone:  (403)291-1313 

Fax:  (403)291-1128 

Contacts:  R.A.  (Al)  Niven,  Mgr.Sls.&  Serv. 

Glyn  Brand,  Inside  Sls.&  Cust.Ser. 

Products/Services:  Environmental  control,  including  monitoring,  source 
testing,  data  telemetry  and  reduction,  meteorology,  process  control 
instrumentation,  systems  engineering,  environmental  impact  and 
industrial  research,  acoustical  engineering,  noise  measurement, 
laboratory  services. 

(See  our  advertisement  on  page  75) 


Western  Rock  Bit  Company  Limited 

510-77  Ave.  S.E. 

Box  5214,  Stn.  A 

Calgary,  AB  T2H  1X3 

Phone:  (403)255-0141 

Fax:  (403)  255-3831 

Contacts:  R.A.  Pozzebon,  Vice-Pres.Mktg. 

L.L.  Grabill,  SIs.Mgr. 

Products/Services:  Manufacturer  and  distributor  of  oilfield  and  industrial 
equipment.  Oilfield  rock  bits;  oilfield  mud  pump  packing  and  gaskets; 
oilfield  tong  dies;  trencher,  backhoe  and  auger  teeth;  liquified  gas 
vessels,  storage  tanks  transports  and  equipment;  mining  rock  bits  and 
equipment. 


Western  Seismic  Exchange  Ltd. 

301, 600-6  Ave.  S.W. 

Calgary,  AB  T2P  0S5 
Phone:  (403)263-4573 
Fax:  (403)  269-3090 

Contacts:  Jim  Silye,  Pres. 

Gay  Allen,  Gen. Mgr. 

Products/Services:  Geophysical  data  brokers;  seismic  participation 
programs;  geophysical  data  management. 


Western  Star  Trucks  (Calgary)  Ltd. 

6702  Fairmount  Dr.  S.E. 

Calgary,  AB  T2H  0X3 
Phone:  (403)255-7701 
Fax:  (403)255-3412 

Contacts:  David  R.  Tetrault,  Pres. 

Jim  Fraser,  Sr.Vice-Pres. 

Products/Services:  Sales,  service  and  parts  for  all  class  6,  7 and  8 
trucks  and  tractors;  steam  bay;  chassis  dynamometer;  complete  fuel 
system  rebuilding;  complete  line  of  accessories.  Western  Star;  Mercedes- 
Benz  trucks;  Mercedes-Benz  industrial  engines;  Pacific  trucks;  Cobra 
radardetectors;CBradiosandcordlesstelephones;cellulartelephones. 


Western  Valve  Services 

3102-80  Ave.  S.E. 

Calgary,  AB  T2C  1J3 
Phone:  (403)236-3656 
Fax:  (403)236-1981 

Contacts:  Brad  Diegal,  Pres. 

Darryl  Fisher,  SIs.Mgr. 

Products/Services:  Valve  repairing;  valve  servicing;  valve  packing 
crews.  Wellhead  service  trucks;  Foster  dual  seal  valves;  sales  of  all 
types  of  valves. 


Western  Welding  Inc. 

7217  Girard  Road 

Edmonton,  AB  T6B  2C5 

Phone:  (403)465-1481 

Fax:  (403)  465-7680 

Contacts:  James  F.  Millar,  Exec.Off. 

Products/Services:  Stainless  shapes  and  designs;  water  and  steel 
fuel  stainless  and  aluminum  tanks;  pump  motor  basins;  skids;  oilfield 
buildings;  oilfield  substructures;  custom  machining;  metal  fabrications; 
pipe  fittings. 


Westhaven  Chemicals  Ltd. 

219,  21  Elizabeth  St. 

Okotoks,  AB  T0L1T0 
Phone:  (403)938-2515 
Fax:  (403)  938-6035 

Contacts:  Brian  Burness,  Owner. 

Randy  Nordlund,  Owner. 

Products/Services:  Oilfield  production  chemicals  and  pumps  (speed 
specialty  type  pumps  - electric,  pneumatic  or  beam).  Corrosion  inhibitors; 
demulsifers;  wax  inhibitors  and  solvents;  asphaltene  dispersar;  water 
treating  chemicals;  H2S  scavengers;  defoamers  and  degreasers. 


Westland  Incinerator  Co.  Ltd. 

20208-  110  Ave. 

Edmonton,  AB  TOE  2N0 
Phone:  (403)447-5052 
Fax:  (403)447-4912 

Contacts:  Vern  Abel,  Pres. 

Rick  Abel,  Sec-Treas. 

Products/Services:  Manufacturing,  sales  and  service  of  incinerators. 
Westland  IMF  incinerators. 


Westpoint  Safety  Services  Inc. 

1211-38  Ave.  N.E. 

Calgary,  AB  T2E  6M2 
Phone:  (403)250-3012 
Fax:  (403)  250-3004 

Contacts:  Art  Nordholm,  CEO. 

Isaac  Comandante,  Dir.  U.S.  Optns. 

Products/Services:  Safety  and  rescue  training.  Confined  space  rescue 
training;  high  angle  rescue  training;  rescue  and  safety  equipment. 


W F C Industries  Ltd. 

1165  Waterton  Ave. 

Box  1566 

Pincher  Creek,  AB  T0K  1 W0 
Phone:  (403)627-4597 

Products/Services:  Welding;  oilfield  maintenance;  pipeline  construction. 
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Western  Research 

A member  of  the  BOVAR  group 


Caring  for  the  Environment  Through 
Engineered  Solutions 


The  services  of  Western  Research  are 


of  great  importance  to  industrialized 


nations. 


Western  Research  is  a high 
technology  company 
specializing  in  environmental 
control,  and  emission  monitoring  plus 
control  instrumentation  for  industry.  It 
is  a member  of  the  BOVAR  group,  with 
its  headquarters  in  Calgary,  Alberta, 
Canada  and  24  regional  offices  and 
agents  around  the  world. 

The  company’s  strength  is  inherent  in 
its  technical  problem  solving  ability. 
Twenty-five  years  ago  when  the  sulphur 
recovery  and  gas  processing  industry  in 
Canada  was  in  critical  need  of 
environmental  control,  Western 
Research  moved  into  the  arena. 
Extensive  research  applied  to  meeting 
stringent  emission  control  standards 
has  produced  a series  of  technological 
landmarks.  The  company  is  now  a 
world-class  leader  in  the  development 
of  the  analytical  tools,  process 
analysers  and  the  environmental  and 
process  engineering  expertise  to  aid 
industry  in  meeting  the  1990’s 
environment  and  process  needs. 
Western  Research,  under  the  exacting 
standards  of  regulatory  bodies 
throughout  North  America  and  Europe, 
has  developed  analytical  technology  of 
a high  quality.  The  company’s  problem 
solving  approach  achieves  an  efficiency 
increase  in  industrial  processes  and 
reduces  the  release  of  chemicals  to  the 
environment. 

In  light  of  increasing  public  concern 
and  awareness  of  continuing 
environmental  damage,  the  sen/ices  of 
Western  Research  are  of  great 
importance  to  industrialized  nations. 
Reducing  levels  of  emissions  such  as 
sulphur  dioxide  and  hydrogen  sulphide 


Head  Office: 

1313  - 44th  Avenue  N.E. 
Calgary,  Alberta 
Canada  T2E6L5 
TEL:  (403)  291-1313 
TLX:  03  827569 
FAX:  (403)  291-1128 

(403)  250-2610  (Sales) 


is  vital  to  minimise  air  pollution  and 
reduce  acid  rain. 

Western  Research  is  dedicated  to 
providing  quality  services  and  products, 
thus  building  and  reinforcing  the 
corporate  profile.  Research  and 
development  has  enabled  the  company 
to  offer  the  first  comprehensive  air 
pollution  control  service  and  achieve  its 
position  as  leaders  in  process 
performance  evaluation,  emission 
monitoring,  and  environmental 
assessments  and  consultation. 

Process  Analytical 
Services 

The  Process  Analytical  Services 
division  is  responsible  for  the  design 
and  marketing  of  process 
instrumentation  as  well  as  providing 
problem  solving  sen/ices  to  industry  to 
help  increase  process  efficiency. 

The  current  line  of  process  instruments 
includes  Continuous  Stack  Emission 
Monitors,  Air  Demand  Analysers, 
Sulphur  Dioxide  Monitors  and  Sales 
Gas  Monitors.  There  are  also  a number 
of  more  recent  additions  to  the 
products  available  such  as  the  Total 
Reduced  Sulphur  Monitor  and  the 
Hydrogen  Sulphide  in  Amine  Monitor. 

In  addition  to  technical  and  engineering 
support,  the  Process  Analytical 
Services  division  also  offers  a sulphur 
plant  simulation  software  product, 
Sulsim®,  and  runs  a regular  series  of 
scientifically-based,  industry  oriented 
seminars  at  several  locations  around 
the  world.  The  European  workshop  on 
sulphur  recovery  by  the  modified  Claus 
Process  is  held  annually  in  Budapest, 
Hungary  each  November. 

Environmental  Consulting 
and  Technical  Services 

Western  Research  is  prepared  to 
respond  to  the  challenges  of  the 
environmental  issues  of  the  ’90s 


U.S.  Office: 

1300  South  Potomac 
Suite  122 
Aurora,  Colorado 
U.S. A.  80012 
TEL:  (303)  751-8990 
FAX:  (303)  751-8994 


through  systematic  evolution  of  more 
advanced  analytical  and  testing 
technology  and  through  the  deployment 
of  qualified  and  motivated 
environmental  engineers  and  scientists. 
The  Environmental  Engineering  Division 
concentrates  on  the  area  of 
environmental  consulting  and  technical 
services.  This  expertise  includes 
diffusion  meteorology,  automated  air 
quality  monitoring,  environmental 
assessments,  biophysical  monitoring, 
hazardous  waste  management,  site 
remediation,  waste  incineration,  source 
testing  and  analytical  services.  Western 
Research  offers  its  expertise  to  both 
industry  and  government,  giving 
objective  advice  on  environmental 
issues  and  the  impact  on  industries. 

Western  Research 
European  Operations 

Western  Research  has  been  providing 
expertise  and  product  to  countries  in 
Europe  for  more  than  10  years  through 
a network  of  representatives  in  eight 
countries.  The  company  recently 
opened  an  office  in  Hattersheim, 
Germany,  approximately  10  kilometres 
west  of  Frankfurt. 

In  preparation  for  “Europe  1992,”  when 
the  European  Economic  Community 
becomes  one  of  the  largest  markets  in 
the  world,  Western  Research  is 
ensuring  it  is  well  positioned  to 
continue  marketing  throughout  Europe. 
Through  its  multifaceted  services, 
Western  Research  is  able  to  offer  a 
rounded,  quality  service  to  both  its 
clients  within  the  industry  and  to 
governmental  bodies.  With  the 
development  of  the  Eastern  European 
markets  and  the  growing  awareness  of 
environmental  issues,  Western 
Research  will  continue  as  a leader  in 
this  field  in  the  future. 


European  Office: 

Western  Research  GmbH 

Voltastrasse  7 

Postfach  1440 

D-6234  Hattersheim  1 

Germany 

TEL:  49-6190-8591 

FAX:  49-6190-73660 


Alberta  Petroleum  Equipment  & Services  Directory 


Wheatley  Canada  Ltd. 

4616  Manhattan  Rd.  S.E. 

Calgary,  AB  T2G  4B4 
Phone:  (403)243-4236 
Fax:  (403)  287-9842 

Contacts:  Doug  Robertson,  P.Eng.,  SIs.Mgr.Pumps. 

Paul  Peters,  Sis. Mgr. Valves. 

Products/Services:  Manufacturer  and  supplier  of  a complete  line  of 
pump  and  valve  equipment  to  the  oil  and  gas  industry.  Wheatley  and 
Gaso  reciprocating  pumps;  Wheatley  check  and  gate  valves;  Texsteam 
chemical  pumps  and  plug  valves;  Kim  glycol  pumps  and  control  valves; 
Bornemann  screw  pumps;  Omega  drilling  and  well-servicing  pumps. 

White  Ram  Oilfield  Services  Ltd. 

5216-55  St. 

Box  1807 

Bonnyville,  AB  T9N  2H2 
Phone:  (403)826-2077 
Fax:  (403)826-2106 

Contacts:  Roy  Coulombe,  Exec.Off. 

Products/Services:  Natural  gas  dehydrators;  pressure  vessels; 
scrubbers;  glycol  towers;  air  receivers;  free-water  knockouts. 

Widney  Well  Servicing 

Div.  of  Brockham  Oilwell  Servicing 

3201  - 84  Ave. 

Edmonton,  AB  T6P1K1 

Phone:  (403)449-6101 

Fax:  (403)449-1756 

Contacts:  Mark  Widney,  Vice-Pres.Gen.Mgr. 

Products/Services:  Oil  and  gas  well  servicing.  1965  Ideco  H25;  1977 
Ideco  H35;  1960  Cooper  42-10;  1978  Cooper  42-12;  1980  Cardwell 
KB200A;  1 984  Kremco  600;  1 984  Kremco  600;  1 985  Kremco  600;  1 985 
Mountain  250;  1986  Mountain  250. 

Bill  Wigley  Auction  Service  Ltd. 

6,  4020 -9  St.  S.E. 

Calgary,  AB  T2G  3C4 
Phone:  (403)243-4242 
Fax:  (403)  287-0344 

Contacts:  Bill  Wigley,  Pres. 

Products/Services:  Auction,  liquidation  and  equipment  appraisal. 
Commercial,  industrial  and  oilfield  equipment;  office  and  restaurant 
equipment. 

Willowglen  Systems  Ltd 

4 Manning  Close  N.E. 

Calgary,  AB  T2E  7N5 
Phone:  (403)272-1800 
Fax:  (403)272-2114 

Contacts:  Emilienne  Tremblay,  Int’l  Mktg.Co-ord. 

Bryan  Williamson,  Applications  Eng. Mgr. 
Products/Services:  Willowglen  specializes  in  the  engineering,  design 
and  supply  of  supervisory  control  and  data  acquisition  (SCADA)  systems. 
Major  applications  of  our  advanced  technology  SCADA  systems  are  in 
the  oil  and  gas,  electric  power,  water/wastewater,  telecommunications 
and  transportation  industries.  Willowglen  designs  and  implements  safe 
and  secure  systems  using  state-of-the-art  hardware  and  software. 


Wilown  Industries  Ltd. 

871 1 - 53  Ave. 

Edmonton,  AB  T6E  5E9 
Phone:  (403)468-3105 
Fax:  (403)466-1299 


Contacts:  Rob  Taylor,  Pres. 

Murray  Chalmers,  Mgr. 

Products/Services:  Manufacturer  of  shale  shaker  screens;  screens  to 
fit  all  shakers;  stainless  steel  wire  mesh  for  all  uses. 


Wilron  Equipment  Ltd. 

4,  3600  - 21  St.  N.E. 

Calgary,  AB  T2E  6V6 
Phone:  (403)250-2808 
Fax:  (403)291-4919 

Contacts:  Dave  Harvey,  Sis. Mgr. 

Mike  Pratt,  Sis. Eng. 

Products/Services:  An  exceptionally  wide  variety  of  pumping 
equipment,  both  centrifugal  and  positive  displacement  as  well  as  air  and 
gas  compressors  with  full  packaging  and  service  capabilities. 


Lloyd  Wilson  Techskil  Ltd. 

480B-36  Ave.  S.E. 

Calgary,  AB  T2G  1W4 
Phone:  (403)287-3375 
Fax:  (403)287-1388 

Contacts:  Lloyd  Wilson,  Gen. Mgr. 

Products/Services:  Technical  drafting;  petroleum  facilities;  technical 
placement  service. 


Ed  Winter  Construction  (Edson)  Ltd. 

Box  6907 

Edson,  AB  T7E  1V3 
Phone:  (403)723-3766 
Fax:  (403)  723-7900 

Contacts:  Ed  Winter,  Pres. 

Products/Services:  Oilfield  construction,  lease  building  and  clean  up; 
road  building;  line  cutting;  winch  cats.  Komatsu  300  hoe;  4 - D8H  Cat; 
2 - D6C  Cat;  120  grader;  463  scraper;  Rome  scraper;  brush  rakes  (6  & 
8);  40'  oilfield  bridges,  sale  or  rent;  60'  oilfield  bridges,  sale  or  rent. 


Wire  Rope  Industries  Ltd. 

2920-  101  St. 

Edmonton,  AB  T6N  1A6 
Phone:  (403)462-2821 
Fax:  (403)  463-2290 

Contacts:  Dennis  Eagle,  Mgr. 

Bob  Billsten,  Oilfield  Spec. 

Products/Services:  Wire  line;  wire;  wire  rope;  drilling  lines;  sand  lines; 
lifting  slings. 

World  Energy  News 
Landex  Property  Directory 

Box  2067,  Stn.  M 
Calgary,  AB  T2P  2M4 
Phone:  (403)265-6482 
Fax:  (403)  266-4269 

Contacts:  Garry  Dagg,  Pres. 

Products/Services:  An  oil  and  gas  trade  publication  serving  as  a 
source  for  petroleum  industry  information  exchange.  Featuring  the 
Landex  Property  Directory:  available  oil  and  gas  properties  for  sale, 
lease  or  farmout. 


Wynn  Machine  & Manufacturing  Ltd. 

5713 -94A  St. 

Edmonton,  AB  T6E  4Z1 
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Phone:  (403)437-0878 
Products/Services:  Oilfield  equipment. 


Yarish  McLean  Partners  Ltd. 

4604A-  101  St. 

Edmonton,  AB  T6E  5G9 
Phone:  (403)438-5813 
Contacts:  Boris  M.  Yarish,  Mgr. 

Products/Services:  Government  grants  and  subsidies;  scientific 
research  and  product  development  program  design. 


Z.l.  Probes  Inc. 

500,  603  - 7 Ave.  S.W. 

Calgary,  AB  T2P  2T5 
Phone:  (403)269-4650 
Fax:  (403)237-7716 

Contacts:  Randy  Clark,  Mktg.Mgr. 

Don  Clark,  Pres. 

Products/Services:  Downhole  pressure/temperature  electronic 
recorders  accurate  to  .024%  full  scale  - rental  or  sate. 


Zee  Medical  Canada,  Inc. 

5919  - 3 St.  S.E. 

Calgary,  AB  T2H1K3 
Phone:  (403)258-0622 
Fax:  (403)253-1925 

Contacts:  Fred  Browne,  Gen. Mgr. 

Gordon  Lindgren,  Sis. Mgr. 

Products/Services:  First  aid  and  safety;  occupational  health  and 
safety;  service;  training  and  supplies.  Medical  supplies;  safety  equipment; 
safety  glasses. 

Zycor  Canada 

1220,  101  -6  Ave.  S.W. 

Calgary,  AB  T2P  3P4 
Phone:  (403)262-2124 
Fax:  (403)  266-3722 

Contacts:  John  Babec,  Sis. Rep. 

Bruce  Sketchley,  Sis. Rep. 

Products/Services:  Computer  equipment  and  software  sales/support; 
computerized  mapping  services/software;  seismic  interpretation  and 
modelling  systems.  2D  and  3D  seismic  interpretation  workstations; 
geological  workstations;  oil  and  gas  mapping  software  and  workstations. 
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Judy  Hurd, 

Show  Manager 
1450  Don  Mills  Road 
Don  Mills,  Ontario  MSB  2X7  ' 

Tel  (416)  442-2021  T 

Fax  (416)  442-2207  Fa: 


lA  WESTERN  CANADA 

Ward  Brandow, 

Show  Coordinator 
Suite  300,  999  - 8th  St.  S.W. 
Calgary,  Alberta  T2R  1N7 
Tel.  (403)  244-6111 
Fax  (403)  245-8666 
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FOR  SHOW  INFORMATION 
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A Division  of  Southam  Business  Communications  Inc. 
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Abandonrite  Services  Ltd.  • ABB  Vetco  Gray  Canada  Inc.  • Accel  Testing  Inc.  • AGAT  Laboratories  • Alberta  Petroleum  Equipment  Co.  Ltd.  • Arctic 
Exploration  Services  Limited  • Argo  Sales  Ltd.  • Argus  Machine  Co.  Ltd.)  • Art  Primeau  Truck  Service  & Rentals  Inc.  • B.O.P.  Products  Inc.  • B.W.  Rig 
Repair  & Supply  • Baker  Oil  Tools  Canada  (Div.  of  Baker  Hughes  Canada  Inc.  • Baker  Performance  Chemicals  (Div.  of  Baker  Hughes  Canada  Inc.)  • 
Baroid  of  Canada  (Div.  of  Baroid  Corp.  of  Canada  Ltd.)  • Be  Safe  H2S  Control  Ltd.  • Big  D Rental  & Sales  (1981)  Ltd.  • Bissett  Resource  Consultants  Ltd. 
• BJ  Services  • Black  Gold  Valve  Specialists  Ltd.  • BPB  Wireline  Services  • Cadieux  Contracting  Ltd.  • Calnash  Trucking  Ltd.  • Canadian  Fluid 
Systems  Ltd.  • Canadian  Fracmaster  Ltd.  • Canadian  Perforators  Ltd.  • Canadian  Takahashi  Limited  • Canamara-United  Supply  Ltd.  • Cantest 


Production  Services  Ltd.  • Cardium 
Trucking  Ltd.  • Central  Alberta  Pro- 
of Baker  Hughes  Canada  Inc.)  • Chi- 
Service  & Rental  Ltd.  • Cliff  Lennie 
Computalog  Ltd.  • Computest  Oilfield 
Copeco  Equipment  Inc.  • Crest  Ener- 
Construction  Ltd.  • Den-Ray  Rat  Hole 
Services  Corp  • Dominion  Oilfields 
Oilfield  Safety  Ltd.  • Dowell  Schlum- 
Engineering  Ltd.  • Ducharme  Oilfield 
Division  of  LTV  Energy  Products  Corn- 
Fluids  Ltd.  • Enercon  Engineering 
Baker  Hughes  Canada  Inc.  • Farries 
Tubulars  (Div.  of  Fedmet  Inc.)  • Fire- 
Canada-Wellhead  Control  • Foothills 
Supply  Company  Ltd.  • Frontier  En- 
Pressure  Control  Limited  • Geophys- 
George  E. Failing  Supply  Company  Ltd. 
Guns  Logging  Canada  Inc.  • Gris 
Hyalog  Oilfield  Services-A  Division  of 
Division,  Dresser  Canada  Inc.  • Hal- 
Oilfield  Hauling  Ltd.  • Highland  Corod 
Homco  International  Ltd.  • Hydril  Can- 
Ltd.  • Import  Tool  Corporation  Ltd. 
• IPSCO  Inc.  • ITT  Barton  Instru- 
Perforators  Inc.  • Jo-Ann  Trucking 
Ltd.  • Key  Oilfield  Supply  & Rentals 
Wireline  Services  Ltd.  • Lash  Drilling 
Tool  Company  Limited  • LTV  Energy 
Tool  Company  Ltd.  • M-l  Drilling 
Production  Services  • Majestic  Oil 
Service,  Division  of  Milcorp  Industries 
Co.  Ltd.  • Merlin  Petroleum  Services 
Oilfield  Hauling,  Division  of  Milcorp 
Fluids  (Div.  of  Baker  Hughes  Canada 
Ltd.  • Mud  Master  Drilling  Fluid  Ser- 
Cantech  Fluid  Systems  Ltd.)  • Mullen 
Canada  Ltd.  • North  Am  Energy  Con- 
Testing  Ltd.  • Northland  Wireline  Ser  - 
Co.  Ltd.  • Norward  Energy  Services 
Nowsco  Well  Service  Ltd.  • Noyes 
Pipe  & Supply  Ltd.  • OK  Rathole  Dril- 
Services  Ltd.  • Opsco  Industries  Ltd. 
Group  Inc.  • Pajak  Engineering  Ltd. 
Peco  Filters  Limited  • Petro-Tech 
Petroleum  International  Canada  • 
Pinnacle  Fluids  Ltd.  • Plains  Perfor- 
Training  Ltd.  • Positive  Action  Tool 
Chemical  Service  Limited  • Precision 


Representing 
EXCELLENCE 
in  Canadian 
Oilfield  Service 

The  Petroleum  Services  Association  of 
Canada  is  a trade  association  representing 
almost  200  Canadian  oilfield  service,  supply, 
and  manufacturing  companies.  These 
companies  set  the  standards  of  performance 
for  the  Canadian  oilfield  support  sector — in 
technology,  operating  skill,  business  practice, 
and  safety.  PSAC  membership  means  quality 
and  expertise,  and  the  right  choice  for  you. 

For  more  information  on  PSAC  and  its 

member  companies,  contact  the  PSAC  office: 

Suite  800,  Aquitaine  Tower 
540  - 5 Avenue  SW,  Calgary,  Alberta,  Canada 
T2P  0M2 

Phone:  (403)  264-4195  Fax:  (403)  263-3796 


Tool  Services  Inc.  • Cardusty 
duction  Testing  Ltd.  • Centrilift  (Div. 
mo  Equipment  Ltd.  • Circle  T 
Pipe  Handlers  (1983)  Ltd.  • 
Services  Inc.  • Cooper  Oil  Tool  • 
gy  Consultants  Inc.  • Dahl 
Drilling  Ltd.  • Devonian  Safety 
Supply  Company  Limited  • Dore 
berger  of  Canada  • Drillcomp 
Rentals  Ltd.  • Dura  Products  Ltd.  (A 
pany  Limited  • Dynamic  Drilling 
Ltd.  • Exlog  Canada  Inc.  (Div.  of 
Engineering  (1977)  Ltd.  • Fedmet 
master  Oilfield  Services  • FMC  of 
Diamond  Coring  Ltd.  • Franklin 
gineering  & Consulting  Ltd.  • Genco 
ical  Research  Corporation  Ltd.  • 

• GN  Corporations  Inc.  • Great 
Gun  Manufacturing  Ltd.  • Guardian- 
Shaw  Industries  Ltd.  • Guiberson 
liburton  Services  • Heck’s  Trucking 
Inc.  • Hollimex  Products  Ltd.  • 
adian  Co.  Ltd.  • Imperial  Rubber  Co. 

• In-Situ  Production  Consultants  Ltd. 
ments  • J.S.B.  Resources  Ltd.  • Jet 
Ltd.  • Jylyn  Petroleum  Consultants 
Ltd.  • Kingfisher  Inc.  • KMK 
(Div.  of  Lash  Holdings  Ltd.)  • Lee 
Products  Company  Limited  • Lynx 
Fluids  Canada  Inc.  • Magnatest 
Tools  Ltd.  • Masterkote  Lining 
Limited  • McGinnis  Rathole  Drilling 
Ltd.  • Midfield  Supply  Ltd.  • Miller 
Industries  Limited  • Miipark  Drilling 
Inc.  • Mission  Mud  Control  (1988) 
vices  Ltd.  • Mudtech  (A  Division  of 
Trucking  Ltd.  • National-Oilwell 
sultants  Ltd.  • Northland  Production 
vices  Ltd.  • Northwest  Pipe  & Supply 
Ltd.  • Norwest  Shooters  Ltd.  • 
Supervision  (1981)  Ltd.  • Nusco 
ling  Ltd.  • On-Site  Production 

• Otis  Engineering  Co.  Ltd.  • P.T.I. 

• Pe  Ben  Industries  Company  Ltd.  • 
Fluid  Systems  Ltd.  • Phillips 
Phoenix  Fluid  Services  Ltd.  • 
ating  Ltd.  • Portatrain  On-Site 
Western  Ltd.  • Prairie  Mud  & 
Production  Services  Canada  Inc.  • 


Pretec  Wireline  & Production  Testing  Services  Inc.  • Procor  Sulphur  Services  Inc.  • Protec  Mud  Service  Ltd.  • Prowest  Safety  and  Environmental  Services 
Ltd.  • Prudential  Steel  Ltd.  • R.  Robinson  Transport  Ltd.  • R.P.  Trucking  Ltd.  • Raydan  Transport  Ltd.  • Reed  Tool  Company  (A  Subsidiary  of  Cameo)  • 
Reef  Mud  (Div.  of  Fleming  Oilfield  Services  Ltd.)  • Rheotech  Drilling  Fluid  Services  Inc.  • Rig  Service  Equipment  Ltd.  • Roberts  Conductor  Cable  Ltd.  • 
S.T.A.D.  Enterprises  Ltd.  • Safety  Boss  Ltd.  • Sandy’s  Light  Oilfield  Hauling  Ltd.  • Sanjel  Cementers  Ltd.  • Schlumberger  of  Canada  • Security  Division, 
Dresser  Canada  Inc.  • Sentinel  Safety  Services  Ltd.  • Seppola  Oilfield  Hauling  & Construction  Ltd.  • Shaffer  Western  Hemisphere,  Inc.  (Div.  of  Baroid  Corp. 
of  Canada  Ltd.)  • Shaw  Pipe  Protection-A  Division  of  Shaw  Industries  Ltd.  • Smith  International  Canada  Ltd.  • Solid  Resources  Ltd.  • Specialty  Precast 
Western  Ltd.  • Speedy  Heavy  Hauling  Ltd.  • Sperry-Sun  Drilling  Services  of  Canada  (Div.  of  Baroid  Corp.  of  Canada  Ltd.)  • Stelpipe,  A Unit  of  Stelco  Inc. 
• Strata  Wireline  Services  (Div.  of  Computalog  Ltd.)  • Stream-Flo  Industries  Ltd.  • Summit  Tubulars  Corporation  • Sunburst  Perforating  Services  Ltd.  • 
Superior  Inspection  Services,  Division  of  Milcorp  Industries  Limited  • Supply-Rite  Transport  Ltd.  • Swanberg  Bros.  Trucking  Ltd.  • Symco  Drilling  Fluids 
Ltd.  • Tam  International  Oil  Services  Ltd.  • Taylor  Tubulars  Ltd.  • Technifluids  (A  Subsidiary  of  Promud  A/S)  • Tempest  Developments  Ltd.  • Testmaster 
Production  Services  Ltd.  • Topco  Oilsite  Sales  Ltd.  • Travis  Chemicals  Inc.  • Tri-State  Oil  Tools  (Div.  of  Baker  Hughes  Canada  Inc.)  • Trican  Oilwell 
Service  Co.  Ltd.  • Trico  Industries  Ltd.  • Triumph  Tubular  & Supply  Ltd.  • Trojan  Wellhead  Services  Ltd.  • Tuboscope  Canada  Inc.  • United  Resource 
Safety  Ltd.  • Vam  Premium  Connections  Limited  • Vann  Systems  Canada  Ltd.  (Div.  of  Halliburton  Services)  • Weltech  Manufacturing  & Services  Ltd.  ® 
Wesco  Testing  and  Engineering  Inc.  • Wespro  Production  Well  Testing  Ltd.  • West  Way  Gaswell  Testing  Ltd.  • Western  Atlas  Canada  Ltd.,  Atlas  Wireline 
Service  • Western  Atlas  Canada  Ltd.,  Core  Laboratories  • Western  Rock  Bit  Company  Limited  • Westwind  Pipe  Laydown  Service  Ltd.  • Wheatley 
Canada  Ltd.  • White  Pass  Systems  Ltd.  • Wilfort  Oilfield  Consulting  Ltd.  • Winterhawk  Petroleum  Consulting  Services  Ltd.  • Zeta  Oilfield  Rentals  Ltd.  • 


Alberta  Petroleum  Equipment  & Services  Directory 


ABANDONMENT  SERVICES 

Abandall  Well  Services  Inc. 

Abandonrite  Services  Ltd. 

Beta  Well  Service 
Endless  Tubing  Services  Ltd. 

M.W.  Hagel  Consulting  Ltd. 

Heartland  Perforating  Services  Ltd. 

Homco  International  Ltd. 

Rig  Service  Equipment  Ltd. 

Round-Up  Well  Servicing  Inc. 

Slurry  Cementers  Ltd. 

Stingray  Service  Rigs 
Stingray  Swabbing  Ltd. 

Sundown  Well  Service  Ltd. 

Tartan  Transport  and  Construction  Ltd. 

Wearmouth  Waste-Tech 

Western  Oilfield  Environmental  Services  Ltd. 

ABRASIVES 

Century  Sales  & Service  Limited 

ACCOMMODATION 

C & V Portable  Accommodations  Ltd. 

GIC  Structures  Inc. 

ACCOUNTANTS 

BRI  Consulting  Group  Ltd. 

Capital  Executive  Recruitment  Ltd. 

Petrowest  Management  Services  Ltd. 

ACCOUNTING-PRODUCTION  & FINANCIAL 

BRI  Consulting  Group  Ltd. 

Capital  Executive  Recruitment  Ltd. 

Gas  & Oil  Accounting  Ltd. 

Newalta  Corporation 

Petrowest  Management  Services  Ltd. 

ACCUMULATOR  UNITS 

Framar  Limited 

Key  Oilfield  Rentals  Limited 

Rig  Service  Equipment  Ltd. 

Shafco  Blowout  Prevention  Ltd. 

ACIDIZING-FORMATION 
Canadian  Fracmaster  Ltd. 

Canadian  Toolmaster  Ltd. 

Coveil  Fire  Fighting  Ltd. 

Slurry  Cementers  Ltd. 

Variperm  (Canada)  Limited 
Welchem  Canada  Ltd. 

ACIDIZING-INDUSTRIAL 
Canadian  Fracmaster  Ltd. 

Canadian  Toolmaster  Ltd. 

ACIDS 

Ceda-Reactor  Ltd. 

Pfizer  Canada  Inc.  Specialty  Chemicals 

ACOUSTICAL  FLUID  LEVEL 

Diagnostic  Engineering  Inc. 

Harvie  Instruments  Ltd. 

Jochem  Oilfield  Contractors  Ltd. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 


ADVERTISING 

Francis,  Williams  & Johnson  Ltd. 

AERIAL  SURVEYS 

Geodesy  Remote  Sensing  Inc. 

Northern  Air  Charter  (P.R.)  Inc. 

Orhan’s  Micrographics  & Photomapping  Inc 

AIR  CARGO  SERVICE 

Drummond  Transportation  Services  Ltd. 

Flo-Crest  Equipment  Alberta  Ltd. 

Northern  Air  Charter  (P.R.)  Inc. 

Skyharbor  Aviation  Ltd. 

AIR  CLEANING  & PURIFYING  EQUIPMENT 

Nelson  Machinery  Company  Ltd. 

Summit  Engineering  Sales  (Calgary)  Ltd. 

United  Resource  Safety  Ltd. 

AIR  CONTROL  EQUIPMENT 

B.W.  Rig  Repair  & Supply 
Cubex  Limited 

AIR  DRILLING  EQUIPMENT 

Barber  Industries  Ltd. 

Canadian  Air  Drilling  Ltd. 

Cubex  Limited 

AIR  FREIGHT  SERVICE 
Drummond  Transportation  Services  Ltd. 

Northern  Air  Charter  (P.R.)  Inc. 

Skyharbor  Aviation  Ltd. 

AIR  NOZZLES 

Ability  Industrial  Supply  Co.  Ltd. 

Hangwell  Coil  Tubing  Services  Ltd. 

AIR  PATROL  INSPECTION 

Geodesy  Remote  Sensing  Inc. 

AIR  POLLUTION  CONTROLS  & SYSTEMS 

Enviro  Desorption  Inc. 

Nelson  Machinery  Company  Ltd. 

Rene’s  Instrumentation  and  Compressor  Services  Ltd. 
Summit  Engineering  Sales  (Calgary)  Ltd. 

Wearmouth  Waste-Tech 
Westech  Industrial  Ltd. 

AIR  POLLUTION  MONITORING 

Prowest  Safety  & Environmental  Services  Ltd. 
Westech  Industrial  Ltd. 

Western  Industrial  Laboratories  Limited 

Western  Research  Division  of  Bovar  Inc. 

AIR  REGULATING  EQUIPMENT 

Cidco  Industrial  Supplies  Ltd. 

AIR  TOOLS 

Auto  Marine  Electric  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

AIRCRAFT  CHARTER,  RENTAL  & LEASING 

Business  Flights 

Drummond  Transportation  Services  Ltd. 
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John  Hopkinson  & Associates  Ltd. 

Northern  Air  Charter  (P.R.)  Inc. 

Skyharbor  Aviation  Ltd. 

ASBESTOS  ABATEMENT  PRODUCTS 

Century  Sales  & Service  Limited 

Childers  Products  Co.  Ltd. 

C & 1 Insulation 

AIRCRAFT  MAINTENANCE 

Fuller  Bartells  Distribution 

International  Radiography  & Inspection  Services  (1976)  Ltd.  Wearmouth  Waste-Tech 

Northern  Air  Charter  (P.R.)  Inc. 


AIRLINE  COMPANIES 

Northern  Air  Charter  (P.R.)  Inc. 

ASBESTOS  REMOVAL  CONTRACTORS 

Fuller  Austin  Insulation  Inc. 

United  Resource  Safety  Ltd. 

ALARM  SYSTEMS 

Coveil  Fire  Fighting  Ltd. 

Dawson  Engineering  and  Communications  Inc. 
Mountain  Mobile  Communications  Ltd. 

Nor’wester  Energy  Systems  Ltd. 

Prowest  Safety  & Environmental  Services  Ltd. 

Simark  Controls  Ltd. 

ASPHALT  PAVING 

Ace  Asphalt  & Maintenance  (Products)  Ltd. 

ASSEMBLY  & FABRICATING  SERVICE 

Advance  Engineered  Products  Ltd. 

Forest  Lease 

Maloney  Steel  Ltd. 

Pillar  Oilfield  Projects  Ltd. 

ALL-TERRAIN  VEHICLES 

All-Track  Service  (1984)  Ltd. 

Ardco  Industries  Ltd. 

Canadian  Foremost  Ltd. 

Forest  Lease 

Mark  Fyhn  Enterprises  Ltd. 

Priority  Projects  Ltd. 

AUCTIONEERS 

Bill  Wigley  Auction  Service  Ltd. 

AUDIO-VISUAL  PRODUCTION  SERVICE 

Vicom  Ltd. 

ALLOYS  - METAL 

Edmonton  Tube  Sales  Ltd. 

AUDIT- JOINT  VENTURE 

ALUMINUM  PIPE 

Alcan  Pipe 

BRI  Consulting  Group  Ltd. 

Capital  Executive  Recruitment  Ltd. 

Petrowest  Management  Services  Ltd. 

Western  Oilfield  Environmental  Services  Ltd. 

ANALYZERS 

Cantech  Controls  Division  of  Cantech  Corporation 

CB  Engineering  Ltd. 

Westech  Industrial  Ltd. 

Western  N.D.T. 

Western  Research  Division  of  Bovar  Inc. 

AUTOMATIC  CONTROL  EQUIPMENT 

Alberta  Governor  Service  Ltd. 

Dycor  Industrial  Research  Ltd. 

Midfield  Supply  Ltd. 

Nor’wester  Energy  Systems  Ltd. 

ANCHORS  - MACHINERY 

Crown  Anchors  Inc. 

Westech  Industrial  Ltd. 

AUTOMATIC  DRILLERS 

ANCHORS  - PIPELINE 

Chandler  Industrial  Sales  Ltd. 

Alberta  Petroleum  Equipment  Co.  Ltd. 

Control  Drilling  Service  (1987)  Ltd. 

ANCHORS  - TUBING  DOWNHOLE 

Canadian  Toolmaster  Ltd. 

Cardium  Tool  Services  Inc. 

Crown  Anchors  Inc. 

F.A.C.T.S.  Oil  Tools  Ltd. 

Guiberson  Division,  Dresser  Canada,  Inc. 

Hangwell  Coil  Tubing  Services  Ltd. 

LTV  Energy  Products  Company  Limited 

Variperm  (Canada)  Limited 

AUTOMATION  SYSTEMS  & EQUIPMENT 

A.  Comeau  & Associates  Ltd. 

Dycor  Industrial  Research  Ltd. 

Intermec  Systems  Corporation 

Westech  Industrial  Ltd. 

AVIATION  SERVICES 

John  Hopkinson  & Associates  Ltd. 

Northern  Air  Charter  (P.R.)  Inc. 

APPRAISALS 

Action  International  Well  Servicing  Inc. 

Canadian  Petroleum  Training  Institute 

EXTEX,  A Full  Services  Consulting  Network 

John  Hopkinson  & Associates  Ltd. 

BACKHOES 

Fleming  Cats  (1986)  Ltd. 

BACTERIAL  - WELL  TREATMENT 

EXTEX,  A Full  Services  Consulting  Network 

Welchem  Canada  Ltd. 

ARCHEOLOGICAL  & HISTORICAL  ASSESSMENT 

ARESCO  Ltd.  BARRICADE  TAPE 


ASBESTOS 

Norwest  Labs 

G.C.  McCaffrey  & Associates  Ltd. 
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BATTERY  CHARGER 

Alltra  Engineering  Services  Ltd. 

Mountain  Mobile  Communications  Ltd. 
Simson-Maxwell 

BATTERY  SUPPLIES 

Mountain  Mobile  Communications  Ltd. 

Presson  Manufacturing  Ltd. 

BEARINGS 

Cidco  Industrial  Supplies  Ltd. 

Commercial  Bearing  Service  (1966)  Ltd. 

LTV  Energy  Products  Company  Limited 
T.I.L.  A Division  of  Terroco  Industries  Ltd. 

BELTS  & DRIVES 

Anderson/CP  Rubber  Division  of  Starcan  Corporation 
Cidco  Industrial  Supplies  Ltd. 

Commercial  Bearing  Service  (1966)  Ltd. 

BENEFIT  CONSULTANTS 

EXTEX,  A Full  Services  Consulting  Network 

BIOLOGICAL  & CHEMICAL  MONITORING 

Chemical  & Geological  Laboratories  Inc. 

Kiseki  Oilfield  Inc. 

Norwest  Labs 
Wearmouth  Waste-Tech 
Westech  Industrial  Ltd. 

BITS 

Eastman  Christensen 
Hangwell  Coil  Tubing  Services  Ltd. 

Pendemak  Industries  Ltd. 

Security  Rock  Bit  Div.  Dresser  Canada 
Walker-McDonald  Bits  Ltd. 

BITS  - DIAMOND 

Eastman  Christensen 
Exploration  Rock  Bits  Inc. 

Smith  International  Canada,  Ltd. 

BITS  - OIL  WELL 

Circle  T Service  & Rental  Ltd. 

Exploration  Rock  Bits  Inc. 

Pendemak  Industries  Ltd. 

Security  Rock  Bit  Div.  Dresser  Canada 
Smith  International  Canada,  Ltd. 

Western  Rock  Bit  Company  Limited 

BLOCKS -TRAVELLING 

Almac  Machine  Works  Ltd. 

BLOWOUT  PREVENTER  CONTROLS 

Cooper  Industries  (Canada)  Inc.  Cooper  Oil  Tool  Div. 
Key  Oilfield  Rentals  Limited 
Lory  Oilfield  Rentals  (1987)  Ltd. 

Shafco  Blowout  Prevention  Ltd. 

BLOWOUT  PREVENTERS 

Alberta  Petroleum  Equipment  Co.  Ltd. 

Campbell  Industries  Ltd. 

Chemlube  Canada  Ltd. 

Circle  T Service  & Rental  Ltd. 

Cooper  Industries  (Canada)  Inc.  Cooper  Oil  Tool  Div. 
Drayton  Valley  Machine  & Welding  Ltd. 


GN  Corporations  Inc. 

Griffith  Oil  Tool  Ltd.  A Div.  of  Dreco  Group 
Guiberson  Division,  Dresser  Canada,  Inc. 

Hangwell  Coil  Tubing  Services  Ltd. 

J.M.  Huber  Corporation 
Key  Oilfield  Rentals  Limited 
Lory  Oilfield  Rentals  (1987)  Ltd. 

Red  Wing  Tool  Co.  Ltd. 

Rig  Service  Equipment  Ltd. 

Shafco  Blowout  Prevention  Ltd. 

Szantech  Machine  Tools  Inc. 

Weltec  - Alan  Industries  Inc. 

Weltec  Oilfield  Specialties,  Inc. 

Weltech  Manufacturing  & Services  Ltd. 

BLOWOUT  RECOVERY  SPECIALISTS 

Covell  Fire  Fighting  Ltd. 

Horizon  Transport  Ltd. 

Red  Flame  Oil  Well  Fire  Fighters  & Blowout  Specialists  Ltd. 
Shafco  Blowout  Prevention  Ltd. 

BLUEPRINTING 

Geodesy  Remote  Sensing  Inc. 

Orhan’s  Micrographics  & Photomapping  Inc 

BOILER  CLEANING 

Brimstone  Furnace  Works  Ltd.  Boiler  Division 
Liberty  Boilers  & Mechanical  Services  Inc. 

BOILER  DISTRIBUTORS  & MANUFACTURERS 

Brimstone  Furnace  Works  Ltd.  Boiler  Division 
Liberty  Boilers  & Mechanical  Services  Inc. 

BOILER  SERVICE  & SUPPLIES 

Brimstone  Furnace  Works  Ltd.  Boiler  Division 
Liberty  Boilers  & Mechanical  Services  Inc. 

Summit  Engineering  Sales  (Calgary)  Ltd. 

BOILER  TUBES 

Brimstone  Furnace  Works  Ltd.  Boiler  Division 
Edmonton  Tube  Sales  Ltd. 

BOLTS  & NUTS 

Century  Sales  & Service  Limited 
LTV  Energy  Products  Company  Limited 

BOTTOM  HOLE  PRESSURE  SURVEYS 

Opsco  Industries  Ltd. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

BRAKES  - DRAWWORKS 

Almac  Machine  Works  Ltd. 

B.W.  Rig  Repair  & Supply 

BREATHING  APPARATUS 

Concrete  Contractors 
Covell  Fire  Fighting  Ltd. 

Prowest  Safety  & Environmental  Services  Ltd. 

BROKERS  - OIL  & GAS  EQUIPMENT 

Action  International  Well  Servicing  Inc. 

International  Oilfield  Equipment  Brokers  Ltd. 

Nelson  Machinery  Company  Ltd. 

BUILDINGS  - METAL 

ATCO  Manufacturing  & Leasing 
B.W.  Rig  Repair  & Supply 
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Camdon  Construction  Ltd. 

Enviro-Tec  Inc. 

Rex  Gray  Welding  & Contracting  Ltd. 

Spar-Fab  Welding  Ltd. 

Terra  Nova  Industries  Inc. 

Thornhill  Ranching  Products  Ltd. 

Travco  Industrial  Housing  Limited 
Wel-Can  Welding  & Fabrication  Ltd. 

Westech  Industrial  Ltd. 

BUILDINGS  - PORTABLE 

ATCO  Manufacturing  & Leasing 
Ducharme  Oilfield  Rentals  Ltd. 

Enviro-Tec  Inc. 

GIC  Structures  Inc. 

Nelson  Machinery  Company  Ltd. 

Norseman  Shelters  Ltd. 

Roadway  Trailers  Limited 
Terra  Nova  Industries  Inc. 

Thornhill  Ranching  Products  Ltd. 

Travco  Industrial  Housing  Limited 
Twin  Tops  Industries  Ltd. 

Vitri  Plastics  Inc. 

Warner  Shelter  Systems  Limited 
Westech  Industrial  Ltd. 

Western  Welding  Inc. 

BUILDINGS  - PRE-CUT,  PREFABRICATED 

ATCO  Manufacturing  & Leasing 
Camdon  Construction  Ltd. 

Durex  Steel  & Alloy  Ind.  Ltd. 

GIC  Structures  Inc. 

Mocoat,  A Div.  of  MVW  Holdings  Ltd. 

Terra  Nova  Industries  Inc. 

Travco  Industrial  Housing  Limited 

BULLDOZERS-SALES, SERVICE  & RENTAL 

Forest  Lease 

BURNERS- GAS  & OIL 

Black,  Sivalls  & Bryson  (Canada)  Limited 
EnServ  Corporation 
Premier  Propane  Inc. 

Wells  Hall  Fabrication  & Construction  Ltd. 

Westech  Industrial  Ltd. 

BUSINESS  BROKERAGE 

EXTEX,  A Full  Services  Consulting  Network 

BUTANE  & PROPANE 

Premier  Propane  Inc. 

CABLE  - DOWNHOLE 

Reda  Pump  Limited 

CABLE  - HEATING 

Cantech  Controls  Division  of  Cantech  Corporation 
Edmonton  Tube  Sales  Ltd. 

CABLE  - SEISMIC  & INSTRUMENT 

Edmonton  Tube  Sales  Ltd. 

Western  N.D.T. 

CABLE- WIRE 

Bouchard  Electric  Ltd. 


Cable  Systems  International  Ltd. 

D.M.C.  Data  Communications  Ltd. 

Image  Inspection  Services  Ltd. 

Wire  Rope  Industries  Ltd. 

CABLE-ELECTRIC  & ELECTROMECHANICAL 

Bouchard  Electric  Ltd. 

Centrilift  A Division  of  Baker-Hughes  Canada  Inc. 
Edmonton  Tube  Sales  Ltd. 

Jackson  Power  & Electric  Ltd. 

CALIBRATION  SERVICES 

Gastech  Instruments  Canada  Ltd. 

Rialta  Supply  Ltd. 

CALIPERS  - TUBING  & CASING 

Computalog  Ltd. 

Otis  Engineering 

CAMERAS 

Heartland  Perforating  Services  Ltd. 

Image  Inspection  Services  Ltd. 

CAMPS 

Alta-Fab  Structures  Ltd. 

GIC  Structures  Inc. 

MacKenzie  Caterers  (1984)  Ltd. 

Travco  Industrial  Housing  Limited 
Westcamp  Catering  (1981)  Ltd. 

CASES- ALUMINUM 

Industrial  Case  & Light 
Qualicase  Ltd. 

CASING  - NEW 

Abandonrite  Services  Ltd. 

Anvil  Machine  Ltd. 

LTV  Energy  Products  Company  Limited 
National  Oilwell  Canada  Ltd. 

Northwest  Pipe  & Supply  Co.  Ltd. 

Prudential  Steel  Ltd. 

Sooner  Pipe  & Supply  (Canada)  Limited 
Triumph  Tubular  & Supply  Ltd. 

CASING  - USED 

Abandonrite  Services  Ltd. 

Northwest  Pipe  & Supply  Co.  Ltd. 

CASING  PATCHES 

Homco  International  Ltd. 

CASING  PULLING 

Abandonrite  Services  Ltd. 

Rig  Service  Equipment  Ltd. 

Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

CASING  REPAIR 

Shamrock  Oilfield  Specialties  Ltd. 

CASING  SLIPS 

Circle  T Service  & Rental  Ltd. 

Galaxy  Oilfield  Service  Ltd. 

Varco  BJ  Oil  Tools 
Walker  Steel  Corporation 
Weatherford  Oil  Tool  Co.  (1983)  Ltd. 
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CASING  THREADING 

Chase  Manufacturing  Inc. 

Guardian-Hyalog  Oilfield  Services 
Interlock  Technologies  Limited 
Vam  Premium  Connections  Limited 

CASING  TOOLS 

B.G.  Spin-Tech  Inc. 

Circle  T Service  & Rental  Ltd. 

Key  Oilfield  Rentals  Limited 
Lory  Oilfield  Rentals  (1987)  Ltd. 

Stady  Oil  Tools  Ltd. 

Top-co  Industries  Ltd. 

Varco  BJ  Oil  Tools 

Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

CASTINGS 

Quality  Steel  Foundries  Ltd. 

CATALYST  SERVICES 

Ceda-Reactor  Ltd. 

CATERERS 

H.G.  Caterers  Ltd. 

MacKenzie  Caterers  (1984)  Ltd. 

Westcamp  Catering  (1981)  Ltd. 

CATHEADS 

Tongco  Sales  & Services  Ltd. 

Varco  BJ  Oil  Tools 

CATHODIC  PROTECTION  EQUIPMENT 

Associated  Corrosion  Consultants  Ltd. 
Caproco  (1987)  Limited 
Global  Thermoelectric  Inc. 

Nor’wester  Energy  Systems  Ltd. 

Rice  Engineering  & Operating  Ltd. 

CEMENT- ACID  PROOF 

Lafarge  Canada  Inc. 

CEMENT  - BULK 

Caron  Transportation  Systems 
Lafarge  Canada  Inc. 

Slurry  Cementers  Ltd. 

CEMENT  - HIGH  TEMPERATURE 

Lafarge  Canada  Inc. 

Slurry  Cementers  Ltd. 

CEMENT -OILWELL 

Lafarge  Canada  Inc. 

Phillips  Petroleum  International  Canada  Ltd. 
Slurry  Cementers  Ltd. 

CEMENT  - PORTLAND 

Lafarge  Canada  Inc. 

CEMENTING  EQUIPMENT 
Canadian  Fracmaster  Ltd. 

Nowsco  Well  Service  Ltd. 

Polyquip  of  Canada  Ltd. 

Redmont  Equipment  Inc. 

Slurry  Cementers  Ltd. 

Stady  Oil  Tools  Ltd. 

Top-co  Industries  Ltd. 


CEMENTING  TOOLS 

Canadian  Toolmaster  Ltd. 

Hangwell  Coil  Tubing  Services  Ltd. 

Polyquip  of  Canada  Ltd. 

Slurry  Cementers  Ltd. 

Stady  Oil  Tools  Ltd. 

Top-co  Industries  Ltd. 

Karl  W.  Walthers  General  Repairs  Machining  & Mfg. 
Weatherford  Oil  Tool  Co.  (1 983)  Ltd. 

CENTRALIZERS 

Hangwell  Coil  Tubing  Services  Ltd. 

J.M.  Huber  Corporation 
Import  Tool  Corporation  Ltd 
Top-co  Industries  Ltd. 

Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

CENTRIFUGES 

Drilling  Fluids  Treatment  Systems  Inc. 

Framar  Limited 
Taber  Solids  Control  Ltd. 

Wadeco  Oilfield  Services  Ltd. 

CHAIN-DRIVE 

Columbia  Oilfield  Supply  Ltd. 

Commercial  Bearing  Service  (1966)  Ltd. 

Namco  Machine  & Power  Train  Works  Ltd. 

CHAINS 

Cidco  Industrial  Supplies  Ltd. 

Wire  Rope  Industries  Ltd. 

CHARTS 

Chart  Information  Systems  Ltd. 

CHARTS  - RECORDING  INSTRUMENTS 

Cardinal  Industrial  Electronics  Ltd. 

Harvie  Instruments  Ltd. 

ITT  Barton  Instruments 

LTV  Energy  Products  Company  Limited 

Spalding  Clock  & Instrument  Ltd. 

Westech  Industrial  Ltd. 

CHEMICAL  ADDITIVES  - FUELS  & OILS 

Petrolite  Canada  Inc.-Tretolite  Division 
Pfizer  Canada  Inc.  Specialty  Chemicals 

CHEMICAL  CLEANING  - INDUSTRIAL 

Ceda-Reactor  Ltd. 

Fullkote  Pipeline  Services  Inc. 

Pfizer  Canada  Inc.  Specialty  Chemicals 
Welchem  Canada  Ltd. 

CHEMICAL  CLEANING  SYSTEMS 

Ceda-Reactor  Ltd. 

CHEMICAL  INJECTORS 

Cardium  Tool  Services  Inc. 

Parval  Equipment  Ltd. 

Westhaven  Chemicals  Ltd. 

Wheatley  Canada  Ltd. 

CHEMICAL  PLANT  EQUIP.  & SUPPLIES 

Cardinal  Industrial  Electronics  Ltd. 

Cherco-Barber  Ltd. 

Chinook  Industrial  Ltd. 
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Nutter  Engineering 

Petrolite  Canada  inc.-Tretclite  Division 


CHEMICAL  TREATING  - FORMATION 

Allied  Colloids  (Canada)  Inc. 

Ceda-Reactor  Ltd. 

Coveil  Fire  Fighting  Ltd. 

Welchem  Canada  Ltd. 

Westhaven  Chemicals  Ltd. 

CHEMICAL  TREATING  - INDUSTRIAL 

Allied  Colloids  (Canada)  Inc. 

CHEMICAL  WASTE  REMOVAL 

Enviro  Desorption  Inc. 

Rene’s  Instrumentation  and  Compressor  Services  Ltd. 
Wearmouth  Waste-Tech 

CHEMICALS 

Ceda-Reactor  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

Petrolite  Canada  Inc.-Tretolite  Division 
Pfizer  Canada  Inc.  Specialty  Chemicals 
Phillips  Petroleum  International  Canada  Ltd. 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Westhaven  Chemicals  Ltd. 

CHEMICALS  & COMPOUNDS  - FORMATION 

Welchem  Canada  Ltd. 

CHEMICALS  & COMPOUNDS  - INDUSTRIAL 

Petrolite  Canada  Inc.-Tretolite  Division 
Pfizer  Canada  Inc.  Specialty  Chemicals 

CHEMICALS  - HAULING 

Caron  T ransportation  Systems 
Dean’s  Oilfield  Services  Ltd. 

Wearmouth  Waste-Tech 

CHEMICALS  - STORAGE  & HANDLING 

Enviro-Tec  Inc. 

Mr.  Glove  & Safety  Ltd. 

IWIudco  Services  Ltd. 

Pfizer  Canada  Inc.  Specialty  Chemicals 

CHEMISTS  - ANALYTICAL  & CONSULTING 

Ankha  Nuclear  Industries  (Canada)  Inc. 

Chemical  & Geological  Laboratories  Inc. 

Norwest  Labs 

Western  Industrial  Laboratories  Limited 

CHOKES 

Carreau  Oilfield  Specialties 

Cooper  Industries  (Canada)  Inc.  Cooper  Oil  Tool  Div. 
Martin  Decker  Totco 
Master  Flo  Valve  Inc. 

Nutron  Manufacturing  Ltd. 

Pason  Well  Services  Ltd. 

Shafco  Blowout  Prevention  Ltd. 

Tega  Oilfield  Supply 
Weltec  Oilfield  Specialties,  Inc. 

CLADDING  OF  INDUSTRIAL  BUILDINGS 

Camdon  Construction  Ltd. 

Fuller  Austin  insulation  Inc. 


Thornhill  Ranching  Products  Ltd. 

CLAMPS  - HOSE 

Anderson/CP  Rubber  Division  of  Starcan  Corporation 
Edmonton  Tube  Sales  Ltd. 

CLEANING  COMPOUNDS  & SUPPLIES 

Polyquip  of  Canada  Ltd. 

CLEANING  SYSTEMS-PRESSURE, CHEMICALS 

Polyquip  of  Canada  Ltd. 

Redmont  Equipment  Inc. 

CLOCKS 

Spalding  Clock  & Instrument  Ltd. 

CLOCKS  - REPAIRING 

Spalding  Clock  & Instrument  Ltd. 

CLOTHING  - INSULATED 

Mr.  Glove  & Safety  Ltd. 
protective  apparel  inc. 

CLOTHING  - SAFETY 

Alberta  Glove  Co.  Ltd. 

Peter  Clark  Associates  Inc. 

Goodall  Rubber  Company 
Mr.  Glove  & Safety  Ltd. 

Prowest  Safety  & Environmental  Services  Ltd. 
protective  apparel  inc. 

COALESCERS 

Braeside  Fabricators  Inc. 

E.A.  Kutryk  Equipment  Ltd. 

Maloney  Steel  Ltd. 

Westech  Industrial  Ltd. 

COATINGS  - INSPECTION 

Rivest  Bros.  Enterprises  (1977)  Ltd. 

Western  N.D.T. 

COATINGS  - PROTECTIVE 

ALANCO 

Childers  Products  Co.  Ltd. 

Chinook  Industrial  Ltd. 

The  Laser  Institute 

LTV  Energy  Products  Company  Limited 
Masterkote  A Division  of  Milcorp  Industries  Limited 
Shaw  Pipe  Protection 
WCT  Oilfield  Services  Ltd. 

COILED  TUBING  UNITS 
Canadian  Fracmaster  Ltd. 

Canadian  Toolmaster  Ltd. 

Endless  Tubing  Services  Ltd. 

Nowsco  Well  Service  Ltd. 

COLUMNS  & TOWER  MANUFACTURING 
AIco  Gas  & Oil  Production  Equipment  Ltd. 

Braeside  Fabricators  Inc. 

Cessco  Fabrication  & Engineering  Limited 

Cherco-Barber  Ltd. 

Maloney  Steel  Ltd. 

Process  industries  Inc. 

Thermo  Design  Engineering  Ltd. 
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Rivtow  Equipment  Ltd. 
Wilron  Equipment  Ltd. 


COMBUSTION  CONTROLS 

Ability  Industrial  Supply  Co.  Ltd. 

Brimstone  Furnace  Works  Ltd.  Boiler  Division 
Westech  Industrial  Ltd. 

COMMUNICATION  SYSTEMS 
AGT  Private  Mobile  Systems 

Cardinal  Industrial  Electronics  Ltd. 

Dataworks  Inc. 

D.M.C.  Data  Communications  Ltd. 

Nor’wester  Energy  Systems  Ltd. 

United  Resource  Safety  Ltd. 

COMPACTION  EQUIPMENT 

Certified  Rentals  Ltd. 

Fasco  Rentals  Ltd. 

Polyquip  of  Canada  Ltd. 

COMPLETION  CONSULTANTS 

Codeco  Engineering  Ltd. 

Contract  Log  Analysis  Ltd. 

EXTEX,  A Full  Services  Consulting  Network 
M.W.  Hagel  Consulting  Ltd. 

Malibu  Engineering  Ltd. 

PNG  Consultants  Ltd. 

Tempest  Developments  Ltd. 

COMPLETION  SERVICES 

Beta  Well  Service 
B.G.  Spin-Tech  Inc. 

Bonnett’s  Wireline  Services  Ltd. 

Computalog  Ltd. 

EnServ  Corporation 

Grizzly  Ledcor  Well  Servicing  Limited 

Grizzly  Well  Servicing  (Grand  Centre)  Ltd. 

Heartland  Perforating  Services  Ltd. 

Nowsco  Well  Service  Ltd. 

Otis  Engineering 
Petro  Well  Servicing 
Poncho  Well  Servicing  Ltd. 

Servo-Dynamics,  Inc. 

Stingray  Service  Rigs 
Stingray  Swabbing  Ltd. 

Sunburst  Perforating  Services  Ltd. 

Sundown  Well  Service  Ltd. 

Weltec  Oilfield  Specialties,  Inc. 

COMPLETION  TOOLS 

Canadian  Toolmaster  Ltd. 

Cardium  Tool  Services  Inc. 

C N C Proficient  Machine  Works  Limited 
F.A.C.T.S.  Oil  Tools  Ltd. 

GN  Corporations  Inc. 

Hangwell  Coil  Tubing  Services  Ltd. 

Variperm  (Canada)  Limited 

COMPLETION/WORKOVER  FLUIDS 

Canadian  Fluid  Systems  Ltd. 

M-l  Drilling  Fluids  Canada,  Inc. 

Milpark  Drilling  Fluids  A division  of  Baker-Hughes  Canada  Inc. 
Technifluids  inc. 


COMPRESSOR  PACKAGES 

Alco  Gas  & Oil  Production  Equipment  Ltd. 

Barber  Industries  Ltd. 

Cherco-Barber  Ltd. 

Cubex  Limited 
EnServ  Corporation 
Energy  Industries  Ltd. 

International  Oilfield  Equipment  Brokers  Ltd. 

Propak  Systems  Ltd. 

Rialta  Supply  Ltd. 

Rivtow  Equipment  Ltd. 

Wilron  Equipment  Ltd. 

COMPRESSORS  - AIR  & GAS 

Certified  Rentals  Ltd. 

Energy  Industries  Ltd. 

Fasco  Rentals  Ltd. 

Rivtow  Equipment  Ltd. 

Triconn  Production  Systems  Ltd. 

Western  Rock  Bit  Company  Limited 
Wilron  Equipment  Ltd. 

COMPRESSORS-AIR  & GAS-SERV.&  SUPPLIES 

Alberta  Governor  Service  Ltd. 

Alberta  Petroleum  Equipment  Co.  Ltd. 

Auto  Marine  Electric  Ltd. 

Chinook  Industrial  Ltd. 

Energy  Industries  Ltd. 

Headhunters  Diesel  Ltd. 

Klaus  Enterprises  Ltd. 

PAMCO  A Division  of  Enerflex  Systems  Ltd. 

Power  Ignition  Consultants  Ltd. 

Rene’s  Instrumentation  and  Compressor  Services  Ltd. 
Rivtow  Equipment  Ltd. 

Wilron  Equipment  Ltd. 

COMPUTER  ACCESSORIES 

CB  Engineering  Ltd. 

D.M.C.  Data  Communications  Ltd. 

COMPUTER  AIDED  INTERPRETATION  SYSTEMS 

Chart  Information  Systems  Ltd. 

Contract  Log  Analysis  Ltd. 

Delta  Catalytic  Corporation 
GeoGraphix,  Inc. 

GeoQuest  Systems,  Inc. 

Malibu  Engineering  Ltd. 

Pressure  Tech  Services  Ltd. 

Spectrum  2000  Mindware  Ltd. 

COMPUTER  CONSULTANTS 

Capital  Executive  Recruitment  Ltd. 

A.  Comeau  & Associates  Ltd. 

Dataworks  Inc. 

Petrowest  Management  Services  Ltd. 

Quest  Computer  Consultants 


COMPUTER  DRAFTING  & DESIGN 

COMPLETION/WORKOVER  FLUIDS  FILTER  Auto-Trol  Technology  (Canada)  Ltd. 

Variperm  (Canada)  Limited  Beta  Machinery  Analysis  Ltd. 

Challenger  Surveys  & Services  Ltd. 

COMPRESSOR  CONTROL  SYSTEMS  A Comeau  & Associates  Ltd. 

Energy  Industries  Ltd. 
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Dawson  Engineering  and  Communications  Inc. 

Delta  Catalytic  Corporation 

The  Design  Group  Staffing  Services  Inc. 

Forest  Lease 

Hangwell  Coil  Tubing  Services  Ltd. 

International  Software  Systems  Inc. 

Lloyd  Wilson  Techskil  Ltd. 

Qsine  Corporation  Limited 
Seidlitz  Engineering  Ltd. 

COMPUTER  ESTIMATING  / TAKE  OFFS 

International  Software  Systems  Inc. 

COMPUTER  SYSTEMS  - TECHNICAL 

Auto-Trol  Technology  (Canada)  Ltd. 

Chart  Information  Systems  Ltd. 

A.  Comeau  & Associates  Ltd. 

Digitech  Information  Services  Ltd. 

Dycor  Industrial  Research  Ltd. 

FT  A Systems  Ltd. 

GeoGraphix,  Inc. 

Malibu  Engineering  Ltd. 

Micrologic  Limited 

COMPUTER  SYSTEMS-EQUIP.  & SOFTWARE 

Auto-Trol  Technology  (Canada)  Ltd. 

CB  Engineering  Ltd. 

Cable  Systems  International  Ltd. 

Canadian  Petroleum  Technology  Access  Inc. 

Chart  Information  Systems  Ltd. 

A.  Comeau  & Associates  Ltd. 

DATAP  Systems 
Dataworks  Inc. 

Delta  Catalytic  Corporation 
Dycor  Industrial  Research  Ltd. 

Farr  Canada  Ltd. 

FT  A Systems  Ltd. 

GeoGraphix,  Inc. 

GeoQuest  Systems,  Inc. 

Landmark  Graphics  Canada  Ltd. 

Malibu  Engineering  Ltd. 

Micrologic  Limited 

Petrowest  Management  Services  Ltd. 

Quest  Computer  Consultants 
Spectrum  2000  Mindware  Ltd. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

Zycor  Canada 

COMPUTERIZED  MAINTENANCE  SYSTEMS 

Beta  Machinery  Analysis  Ltd. 

DATAP  Systems 
Delta  Catalytic  Corporation 
Intermec  Systems  Corporation 
Quest  Computer  Consultants 
Valmet  Automation 


COMPUTERS -TRAINING 

Auto-Trol  Technology  (Canada)  Ltd. 
Canadian  Petroleum  Training  Institute 


CONCRETE  PRODUCTS 

Concrete  Contractors 
Milepost  Oilfield  Services  Ltd. 

Polyquip  of  Canada  Ltd. 

CONNECTORS  - ELECTRIC 

Cardinal  Industrial  Electronics  Ltd. 

Jackson  Power  & Electric  Ltd. 

CONSTRUCTION  / ROAD  BUILDING 

Fleming  Cats  (1986)  Ltd. 

Lindsey  Construction  (1980)  Ltd. 

Mustang  Engineering  and  Construction  Limited 
North  American  Construction  Group 

CONSTRUCTION  EQUIPMENT 

Cana  Limited 
Fleming  Cats  (1986)  Ltd. 

Forest  Lease 

Kam’s  Sand  Coating  Ltd. 

Polyquip  of  Canada  Ltd. 

Rivtow  Equipment  Ltd. 

Western  Rock  Bit  Company  Limited 

CONSULTANTS  - ENG.,GEOL.  & GEOPH. 

Beta  Machinery  Analysis  Ltd. 

Canadian  Petroleum  Technology  Access  Inc. 
Caproco  (1987)  Limited 
Challenger  Surveys  & Services  Ltd. 

Citidal  Engineering  Ltd. 

Codeco  Engineering  Ltd. 

A.  Comeau  & Associates  Ltd. 

Continental  Laboratories 
Contract  Log  Analysis  Ltd. 

Dawson  Engineering  and  Communications  Inc. 
Delta  Catalytic  Corporation 
M.W.  Hagel  Consulting  Ltd. 

Hycal  Energy  Research  Laboratories  Ltd. 

Image  Inspection  Services  Ltd. 

The  Laser  Institute 

Martin  Petroleum  & Associates 

Micrologic  Limited 

Novacorp  International  Consulting  Inc. 

Paladin  Projects  International  Ltd. 

PNG  Consultants  Ltd. 

Qsine  Corporation  Limited 
Seidlitz  Engineering  Ltd. 

Spectrum  2000  Mindware  Ltd. 

Thermo  Design  Engineering  Ltd. 


COMPUTERIZED  MAPPING 
AGT  Private  Mobile  Systems 

Auto-Trol  Technology  (Canada)  Ltd. 
Challenger  Surveys  & Services  Ltd. 

Digitech  Information  Services  Ltd. 
GeoGraphix,  Inc. 

GeoQuest  Systems,  Inc. 

Landmark  Graphics  Canada  Ltd. 

Orhan’s  Micrographics  & Photomapping  Inc 
Zycor  Canada 


CONSULTING  SERVICE-WATER  TREATMENT 

Allied  Colloids  (Canada)  Inc. 

DL  Water  Treatment  Consulting  Ltd. 

Drilling  Fluids  Treatment  Systems  Inc. 

Kiseki  Oilfield  Inc. 

Newalta  Corporation 
Seidlitz  Engineering  Ltd. 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Welchem  Canada  Ltd. 
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CONSULTING  SERVICES 

Action  International  Well  Servicing  Inc. 

Ankha  Nuclear  Industries  (Canada)  Inc. 

Brent  Friedenberg  Associates  Ltd. 

BRI  Consulting  Group  Ltd. 

The  Caldwell  Partners  International 
Canadian  Petroleum  Training  Institute 
Capital  Executive  Recruitment  Ltd. 

Caproco  (1987)  Limited 
Codeco  Engineering  Ltd. 

A.  Comeau  & Associates  Ltd. 

EXTEX,  A Full  Services  Consulting  Network 
Envirotech  Nisku  Inc. 

External  Trade  Consultants  Inc. 

Gas  & Oil  Accounting  Ltd. 

Genesis  Personnel  Management  Ltd. 

M.W.  Hagel  Consulting  Ltd. 

Jochem  Oilfield  Contractors  Ltd. 

Leross  Oilfield  Service  International  Ltd. 

Lloyd  Wilson  Techskil  Ltd. 

G.C.  McCaffrey  & Associates  Ltd. 

Micrologic  Limited 

Monenco  Consultants  Limited 

Novacorp  International  Consulting  Inc. 

Pact  Production  Services  Ltd. 

Phoenix  Gas  Marketing  Consultants  Inc. 

Pressure  Tech  Services  Ltd. 

Procurement  Dynamics  Consulting 
Right  Associates 
Seidlitz  Engineering  Ltd. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

Western  Oilfield  Environmental  Services  Ltd. 

CONTAINERS 

Industrial  Case  & Light 
Tippet  Richardson  Limited 

CONTAINMENT  SYSTEMS  - SECONDARY 

Enviro-Tec  Inc. 

Milepost  Oilfield  Services  Ltd. 

CONTRACT  OPERATING-GAS  & OIL  WELL 

EXTEX,  A Full  Services  Consulting  Network 
Jochem  Oilfield  Contractors  Ltd. 

Newalta  Corporation 
Pact  Production  Services  Ltd. 

Paladin  Projects  International  Ltd. 

Tartan  Transport  and  Construction  Ltd. 

CONTRACTORS  - GENERAL  OILFIELD 
Alco  Gas  & Oil  Production  Equipment  Ltd. 
Cessco  Fabrication  & Engineering  Limited 

Concrete  Contractors 
Emerald  Oilfield  Construction  Ltd. 

Fleming  Cats  (1986)  Ltd. 

Mustang  Engineering  and  Construction  Limited 
Pillar  Oilfield  Projects  Ltd. 

Tartan  Transport  and  Construction  Ltd. 

CONTRACTORS  EQUIP.  & SUPP.  RENTING 

Action  International  Well  Servicing  Inc. 

Fasco  Rentals  Ltd. 

Forest  Lease 
Ketek  Industries  Ltd. 

Leross  Oilfield  Service  Ltd. 

Polyquip  of  Canada  Ltd. 

Simson-Maxwell 


CONTRACTORS  EQUIP.  SUPP.  REPAIRING 

Simson-Maxwell 

CONTROL  SYSTEMS  & REGULATORY  EQUIPMENT 

Alberta  Governor  Service  Ltd. 

Dycor  Industrial  Research  Ltd. 

Muis  Controls  Ltd. 

Westech  Industrial  Ltd. 

Willowglen  Systems  Ltd 

CONVEYORS 

Commercial  Bearing  Service  (1966)  Ltd. 

Ketek  Industries  Ltd. 

COOLERS  - FLUID 

Allied  Transmissions  Ltd. 

Flo-Crest  Equipment  Alberta  Ltd. 

G & G Radiator  (1983)  Ltd. 

COOLING  SYSTEMS 

EnServ  Corporation 
G & G Radiator  (1983)  Ltd. 

COOLING  TOWERS 

Cessco  Fabrication  & Engineering  Limited 

Petrolite  Canada  Inc.-Tretoiite  Division 

CORE  ANALYSIS 

Chemical  & Geological  Laboratories  Inc. 

Hycal  Energy  Research  Laboratories  Ltd. 

CORING  EQUIPMENT 

Eastman  Christensen 

CORING  SERVICE  - DIAMOND 

Eastman  Christensen 

CORROSION  CONTROL 

Associated  Corrosion  Consultants  Ltd. 

Caproco  (1987)  Limited 

International  Radiography  & Inspection  Services  (1976)  Ltd. 
M-l  Drilling  Fluids  Canada,  Inc. 

Nomoco  Corporation 

Rice  Engineering  & Operating  Ltd. 

Welchem  Canada  Ltd. 

COUPLINGS 

Commercial  Bearing  Service  (1966)  Ltd. 

Goodall  Rubber  Company 
Shamrock  Oilfield  Specialties  Ltd. 

Weltec  Oilfield  Specialties,  Inc. 

CRANES 

Bonnett’s  Wireline  Services  Ltd. 

Caytec  Equipment  Ltd. 

Contractors  Machinery  & Equipment  Ltd. 

Horizon  Transport  Ltd. 

Kimto  Manufacturing  Company  Ltd. 

Quality  Fabricating  & Supply  Limited 

CRANES  - RENTING  & LEASING 

Caytec  Equipment  Ltd. 

Sterling  Crane-Division  of  Procrane  Inc. 

CRUDE  OIL  HAULING 

Dean’s  Oilfield  Services  Ltd. 
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M & J Oilfield  Services  Co.  Ltd. 

CRYOGENIC  EQUIPMENT  & SUPPLIES 

Propak  Systems  Ltd. 

CULVERTS 

Lindsey  Construction  (1980)  Ltd. 

CUSTOM  HOUSE  BROKERS 
Drummond  Transportation  Services  Ltd. 

Mendelssohn-Commercial  Div.  of  Livingston  International  Inc. 
Milne  & Craighead  Customs  Brokers  (Canada)  Ltd. 

CUSTOM  TREATING  - EMULSION 
Alco  Gas  & Oil  Production  Equipment  Ltd. 

CENTENNIAL  Petroleum  Company  Ltd. 

CUSTOMS  TARIFF  & TAX  CONSULTANTS 
Drummond  Transportation  Services  Ltd. 

Mendelssohn-Commercial  Div.  of  Livingston  International  Inc. 
Milne  & Craighead  Customs  Brokers  (Canada)  Ltd. 

CUTTING  TOOLS 

Century  Sales  & Service  Limited 

CYLINDER  HEAD  REPAIRS 

EnServ  Corporation 
Headhunters  Diesel  Ltd. 

Moore’s  Engine  Professionals  Ltd. 

CYLINDERS  - AIR,  GAS  & HYDRAULIC 

Alberta  Petroleum  Equipment  Co.  Ltd. 

Qsine  Corporation  Limited 

DANGEROUS  GOODS  LABELS  & PLACARDS 

Alberta  Traffic  Supply  Ltd. 

Century  Sales  & Service  Limited 
1-Dent  Decals  Ltd. 

Wearmouth  Waste-Tech 


DATA  SUPPLIERS  - CD  ROM 

Digitech  Information  Services  Ltd. 

DE-MISTERS 

Cessco  Fabrication  & Engineering  Limited 

DEGASSERS 

Framar  Limited 
Maloney  Steel  Ltd. 

Process  Industries  Inc. 

Swaco  Geolograph 

DEHYDRATORS 

Alco  Gas  & Oil  Production  Equipment  Ltd. 

Braeside  Fabricators  Inc. 

Campbell  Industries  Ltd. 

Cessco  Fabrication  & Engineering  Limited 
Chandler  Industrial  Sales  Ltd. 

EnServ  Corporation 
Flo-Skid  Manufacturing  Inc. 

Fullkote  Pipeline  Services  Inc. 

International  Oilfield  Equipment  Brokers  Ltd. 
Larsen  & D’Amico  Mfg.  Ltd. 

Maloney  Steel  Ltd. 

Northwest  Pipe  & Supply  Co.  Ltd. 

Opsco  Industries  Ltd. 

Porta-Test  Inc. 

Priority  Projects  Ltd. 

Process  Industries  Inc. 

Propak  Systems  Ltd. 

R J V Gas  Field  Service  Ltd. 

Rushton  Gas  & Oil  Equipment  Ltd. 

Select  Oilfield  Services  Ltd. 

Thermo  Design  Engineering  Ltd. 

Wells  Hall  Fabrication  & Construction  Ltd. 
White  Ram  Oilfield  Services  Ltd. 

DERRICKS 

Alberta  Petroleum  Equipment  Co.  Ltd. 
Go-Getter  Welding  Ltd. 


DATA  COMMUNICATIONS 
Cable  Systems  International  Ltd. 

Dataworks  Inc. 

Dawson  Engineering  and  Communications  Inc. 

D.M.C.  Data  Communications  Ltd. 

Dycor  Industrial  Research  Ltd. 

Foothills  Industrial  Products  (1988)  Ltd. 

DATA  LOGGERS 

Dycor  Industrial  Research  Ltd. 

Intermec  Systems  Corporation 
Micrologic  Limited 
Westech  Industrial  Ltd. 

DATA  PROCESSING  CONSULTANTS 

Capital  Executive  Recruitment  Ltd. 

Intermec  Systems  Corporation 

DATA  PROCESSING  SYS.  EQUIP. & SUPPLIES 

Applied  Terravision  Systems  Inc. 

FT A Systems  Ltd. 

Intermec  Systems  Corporation 

DATA  PROCESSORS 

DGL  Software  Services  Ltd. 


DESALTERS 

Alco  Gas  & Oil  Production  Equipment  Ltd. 
Maloney  Steel  Ltd. 

DESANDERS 

Drilling  Fluids  Treatment  Systems  Inc. 

Framar  Limited 

E.A.  Kutryk  Equipment  Ltd. 

Swaco  Geolograph 

DESILTERS 

Drilling  Fluids  Treatment  Systems  Inc. 

E L P Products  Ltd. 

Framar  Limited 

E.A.  Kutryk  Equipment  Ltd. 

DETECTION  SYSTEMS 

Caproco  (1987)  Limited 
Dawson  Engineering  and  Communications  Inc. 
Foothills  Industrial  Products  (1988)  Ltd. 
Gastech  Instruments  Canada  Ltd. 

Nor’wester  Energy  Systems  Ltd. 

Prowest  Safety  & Environmental  Services  Ltd. 
Simark  Controls  Ltd. 

Technical  Enterprise 
Westech  Industrial  Ltd. 
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DEWAXING  EQUIPMENT 

Enviro  Desorption  Inc. 

Otis  Engineering 

Rene’s  Instrumentation  and  Compressor  Services  Ltd. 

DIESEL  ENGINES  - SALES  & SERVICE 

Chinook  Industrial  Ltd. 

Eljay  Gold  Bar  Diesel  & Machine  Works  Inc. 

Headhunters  Diesel  Ltd. 

DIRECTIONAL  DRILLING  EQUIP. & SERVICE 

Codeco  Engineering  Ltd. 

Computalog  Ltd. 

Ducharme  Oilfield  Rentals  Ltd. 

ENSCO  Canada  Inc. 

Eastman  Christensen 
Simmons  Group  Inc. 

Smith  International  Canada,  Ltd. 

Volker  Stevin  Offshore  Canada  Inc. 

DIVING  EQUIP.,  SUPPLIES  & SERVICE 

Soft  Weights  Mfg.  Ltd. 

Underwater  Specialists  Ltd. 

DOWN  HOLE  MOTORS 

Ducharme  Oilfield  Rentals  Ltd. 

ENSCO  Canada  Inc. 

Eastman  Christensen 

Volker  Stevin  Offshore  Canada  Inc. 

DRAFTING  SERVICE 

Challenger  Surveys  & Services  Ltd. 

Den’s  Exploration  Services  (1983)  Ltd. 

The  Design  Group  Staffing  Services  Inc. 

Lloyd  Wilson  Techskil  Ltd. 

New  Concept  Drafting  Ltd. 

Orhan’s  Micrographics  & Photomapping  Inc 
Qsine  Corporation  Limited 

DRAWWORKS 

Almac  Machine  Works  Ltd. 

Beta  Well  Service 
Matt’s  Manufacturing  Ltd. 

Mountain  Rig  & Equipment  division  of  281586  Alberta  Ltd. 

Nisku  Rig  Repair 

Tri  Service  Machine  Ltd. 

DREDGING 

Mustang  Engineering  and  Construction  Limited 
Underwater  Specialists  Ltd. 

Volker  Stevin  Offshore  Canada  Inc. 

DRILL  BITS 

Circle  T Service  & Rental  Ltd. 

Cubex  Limited 

Eastman  Christensen 

Security  Rock  Bit  Div.  Dresser  Canada 

Walker-McDonald  Bits  Ltd. 

Western  Rock  Bit  Company  Limited 

DRILL  COLLAR  INSPECTION 

Western  Drill  Collar  Inspection  Ltd. 

Western  N.D.T. 

DRILL  COLLARS 

Circle  T Service  & Rental  Ltd. 


Ducharme  Oilfield  Rentals  Ltd. 
Key  Oilfield  Rentals  Limited 
Lory  Oilfield  Rentals  (1987)  Ltd. 
Lynx  Tool  Company  Ltd. 
Northwell  Rentals  Ltd. 

Smith  International  Canada,  Ltd. 


DRILL  COLLARS  - NON  MAGNETIC 

Eastman  Christensen 
Lynx  Tool  Company  Ltd. 

DRILL  PIPE  - NEW 

Lory  Oilfield  Rentals  (1987)  Ltd. 

DRILL  PIPE -USED 

ATCO  Drilling 

Circle  T Service  & Rental  Ltd. 

Key  Oilfield  Rentals  Limited 
Lory  Oilfield  Rentals  (1987)  Ltd. 

Rig  Sen/ice  Equipment  Ltd. 

DRILLING  - DIAMOND  CORE 

Eastman  Christensen 

DRILLING  CONSULTANTS 

Codeco  Engineering  Ltd. 

Cubex  Limited 

Leross  Oilfield  Service  International  Ltd. 
Malibu  Engineering  Ltd. 

Tempest  Developments  Ltd. 

DRILLING  CONTRACTORS 

ATCO  Drilling 
Brelco  Drilling  Ltd. 

Cactus  Drilling 
Camaro  Drilling  Ltd. 

Can-Tex  Drilling  & Exploration  Ltd. 
Centennial  Drilling  Ltd. 

Champion  Drilling  Ltd. 

Command  Drilling  Ltd. 

Corunna  Drilling  Limited 
Derrick  Drilling  Ltd. 

Double  Eagle  Drilling  Ltd. 

Jade  Drilling  Ltd. 

Jomax  Drilling  (1988)  Ltd. 

Kenting  Hi-Tower  Drilling 
Leross  Drilling  Ltd. 

Leross  Oilfield  Service  International  Ltd. 

Nabors  Drilling  Limited 

Phelps  Drilling  International  Ltd. 

Precision  Drilling  (1987)  Ltd. 

Sedco  Drilling 
Simmons  Group  Inc. 

Terroco  Drilling  Ltd. 

Tri-City  Drilling  (1968)  Ltd. 

DRILLING  EQUIPMENT  & SUPPLIES 

ATCO  Drilling 

Ace  Asphalt  & Maintenance  (Products)  Ltd. 
Alberta  Petroleum  Equipment  Co.  Ltd. 
Almac  Machine  Works  Ltd. 

Arinah  Services  Ltd. 

Barber  Industries  Ltd. 

B.W.  Rig  Repair  & Supply 
Canadian  Rig  Ltd. 

Columbia  Oilfield  Supply  Ltd. 
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Cubex  Limited 
Farr  Canada  Ltd. 

Framar  Limited 
Jet-Lube  of  Canada  Ltd. 

LTV  Energy  Products  Company  Limited 
Midfield  Supply  Ltd. 

National  Oilwell  Canada  Ltd. 

Phillips  Petroleum  International  Canada  Ltd. 

Rivtow  Equipment  Ltd. 

Smith  International  Canada,  Ltd. 

Taro  Industries  Ltd. 

Varco  BJ  Oil  Tools 
Walker-McDonald  Bits  Ltd. 

Weltec  Oilfield  Specialties,  Inc. 

Western  Rock  Bit  Company  Limited 

DRILLING  INFORMATION 

Drilling  Records 

DRILLING  RIGS  - PARTS  & REPAIRS 

ATCO  Drilling 

Alberta  Petroleum  Equipment  Co.  Ltd. 

Almac  Machine  Works  Ltd. 

Beaudril  (1987)  Limited 
Cubex  Limited 
Derrick  Drilling  Ltd. 

EnServ  Corporation 

Leross  Oilfield  Service  International  Ltd. 

Leross  Oilfield  Service  Ltd. 

Mountain  Rig  & Equipment  division  of  281586  Alberta  Ltd. 

Rostel  Industries  Division  of  Taro  Ind. 

DRILLS 

Cubex  Limited 

Hangwell  Coil  Tubing  Services  Ltd. 

DRILLSTEM  TEST  ANALYSIS 

Chemical  & Geological  Laboratories  Inc. 

Contract  Log  Analysis  Ltd. 

Diagnostic  Engineering  Inc. 

Downhole  Systems  Technology  Canada  Inc. 

Northstar  Drillstem  Testers  a div.  of  Mandarin  Oilfield  Service  Ltd. 
Pressure  Tech  Services  Ltd. 

Hugh  W.  Reid  & Associates  Ltd. 

DRILLSTEM  TESTING 

Downhole  Systems  Technology  Canada  Inc. 

Northstar  Drillstem  Testers  a div.  of  Mandarin  Oilfield  Service  Ltd. 
Pressure  Tech  Services  Ltd. 

DRYERS  - INDUSTRIAL 

Flo-Crest  Equipment  Alberta  Ltd. 

DUST  COLLECTING  SYSTEMS 

Summit  Engineering  Sales  (Calgary)  Ltd. 

DYNAMIC  BALANCING 

G.P.R.  Industries  Ltd. 

DYNAMOMETERS 

Diagnostic  Engineering  Inc. 

Max-Well  Testing  Inc. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

EARTHMOVING 

Fleming  Cats  (1986)  Ltd. 

Mustang  Engineering  and  Construction  Limited 


North  American  Construction  Group 
Rivtow  Equipment  Ltd. 

ECOLOGICAL  CONSULTANTS 

Enviro  Desorption  Inc. 

Norwest  Labs 
Rene’s  Instrumentation  and  Compressor  Services  Ltd. 

ECONOMIC  DEVELOPMENT 

Calgary  Economic  Development  Authority 
EXTEX,  A Full  Services  Consulting  Network 
Edmonton  Economic  Development  Authority 

ELECTRIC  EQUIPMENT  - MANUFACTURER 

Bouchard  Electric  Ltd. 

A.  Comeau  & Associates  Ltd. 

Global  Thermoelectric  Inc. 

Jackson  Power  & Electric  Ltd. 

RUFFNECK  Heaters 
Simson-Maxwell 

ELECTRIC  EQUIPMENT-SALES  & SERVICE 

Alltra  Engineering  Services  Ltd. 

A.  Comeau  & Associates  Ltd. 

Jackson  Power  & Electric  Ltd. 

Nor’wester  Energy  Systems  Ltd. 

Simson-Maxwell 
Wermac  Electric  Ltd. 

ELECTRIC  MOTOR  CONTROLS 

Bouchard  Electric  Ltd. 

Centrilift  A Division  of  Baker-Hughes  Canada  Inc. 
Jackson  Power  & Electric  Ltd. 

Wermac  Electric  Ltd. 

ELECTRIC  MOTORS  - SALES  & SERVICE 

Alltra  Engineering  Services  Ltd. 

Almac  Machine  Works  Ltd. 

Bouchard  Electric  Ltd. 

G.P.R.  Industries  Ltd. 

Jackson  Power  & Electric  Ltd. 

Midfield  Supply  Ltd. 

Renown  Industries  Ltd. 

Shearer  Supply  Ltd. 

Wermac  Electric  Ltd. 

ELECTRIC  SWITCH  GEAR 

Alltra  Engineering  Services  Ltd. 

Bouchard  Electric  Ltd. 

ELECTRICAL  CABLE  TRAY 

Bouchard  Electric  Ltd. 

ELECTRICAL  CONTRACTING  & SERVICE 

Bouchard  Electric  Ltd. 

Jackson  Power  & Electric  Ltd. 

ELECTRONIC  EQUIPMENT  & SUPPLIES 

Alberta  Governor  Service  Ltd. 

Cardinal  Industrial  Electronics  Ltd. 

Dawson  Engineering  and  Communications  Inc. 
Micrologic  Limited 

Mountain  Mobile  Communications  Ltd. 

ELECTRONIC  INSTRUMENTS 

Ability  Industrial  Supply  Co.  Ltd. 

Image  Inspection  Services  Ltd. 
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McAllister  Petroleum  Services  Ltd. 

Micrologic  Limited 

Power  Ignition  Consultants  Ltd 

Redmont  Equipment  Inc. 

ELECTRONIC  MEMORY  RECORDERS 

Bonnett’s  Wireline  Services  Ltd. 

Diagnostic  Engineering  Inc. 

Geophysical  Research  Corporation  Ltd. 

Micrologic  Limited 
Opsco  Industries  Ltd. 

Otis  Engineering 
Z.l.  Probes  Inc. 

ELECTRONIC  TESTING  EQUIPMENT 

Diagnostic  Engineering  Inc. 

ELEVATORS 

Carreau  Oilfield  Specialties 
Key  Oilfield  Rentals  Limited 
Lory  Oilfield  Rentals  (1987)  Ltd. 

Rig  Service  Equipment  Ltd. 

Varco  BJ  Oil  Tools 

Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

EMERGENCY  SHUTDOWN  SYSTEMS 

Auto  Marine  Electric  Ltd. 

Axelson  Canada  Inc. 

Prowest  Safety  & Environmental  Services  Ltd. 

T.I.L.  A Division  of  Terroco  Industries  Ltd. 

Weltec  Oilfield  Specialties,  Inc. 

ENERGY  MANAGEMENT-ELEC.  & FUEL  GAS 

Premier  Propane  Inc. 

ENGINE  CONTROLS 

Alberta  Governor  Service  Ltd. 

Power  Ignition  Consultants  Ltd. 

Simson-Maxwell 
Tate  Power  (1984)  Ltd. 

ENGINEERING  SOFTWARE 
AGT  Private  Mobile  Systems 

M.W.  Hagel  Consulting  Ltd. 

Kenonic  Controls  Ltd. 

Scientific  Software  - Intercomp 
Seidlitz  Engineering  Ltd. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

ENGINEERS -CIVIL 

SNC  Partec  Inc. 

ENGINEERS  - CONSULTING 

Bently  Nevada  Canada  Ltd. 

Beta  Machinery  Analysis  Ltd. 

Caproco  (1987)  Limited 
Challenger  Surveys  & Services  Ltd. 

DATAP  Systems 

The  Design  Group  Staffing  Services  Inc. 

EXTEX,  A Full  Services  Consulting  Network 
Hycal  Energy  Research  Laboratories  Ltd. 

Kenonic  Controls  Ltd. 

The  Laser  Institute 
Malibu  Engineering  Ltd. 

Martin  Petroleum  & Associates 
Monenco  Consultants  Limited 


Novacorp  International  Consulting  Inc. 
Priority  Projects  Ltd. 

Propak  Systems  Ltd. 

Scientific  Software  - Intercomp 
Thermo  Design  Engineering  Ltd. 


ENGINEERS  - ELECTRICAL 

A.  Comeau  & Associates  Ltd. 

Global  Thermoelectric  Inc. 

Image  Inspection  Services  Ltd. 

SNC  Partec  Inc. 

ENGINEERS  - INDUSTRIAL 

Qsine  Corporation  Limited 

ENGINEERS  - INSPECTION  & TESTING 

Beta  Machinery  Analysis  Ltd. 

Image  Inspection  Services  Ltd. 

ENGINEERS  - MECHANICAL 

Beta  Machinery  Analysis  Ltd. 

Dacro  Industries  Ltd. 

Global  Thermoelectric  Inc. 

Pillar  Oilfield  Projects  Ltd. 

Qsine  Corporation  Limited 
SNC  Partec  Inc. 

Seidlitz  Engineering  Ltd. 

ENGINEERS  - PETROLEUM 

Codeco  Engineering  Ltd. 

Diagnostic  Engineering  Inc. 

M.W.  Hagel  Consulting  Ltd. 

Horizon  Transport  Ltd. 

Hycal  Energy  Research  Laboratories  Ltd. 

Malibu  Engineering  Ltd. 

Martin  Petroleum  & Associates 
Monenco  Consultants  Limited 
Novacorp  International  Consulting  Inc. 

Pfizer  Canada  Inc.  Specialty  Chemicals 
SNC  Partec  Inc. 

Scientific  Software  - Intercomp 
Seidlitz  Engineering  Ltd. 

Spectrum  2000  Mindware  Ltd. 

ENGINEERS  - PROCESS 
Maloney  Steel  Ltd. 

Monenco  Consultants  Limited 
Nutter  Engineering 
SNC  Partec  Inc. 

ENGINEERS  - WATER  TREATMENT 

Seidlitz  Engineering  Ltd. 

ENGINEERS,  PIPELINE  CONTRACTORS 
Alco  Gas  & Oil  Production  Equipment  Ltd. 

Can  West  Industrial  Inc. 

Canadian  Erectors  Limited  TIW  Western  Division 
Delta  Catalytic  Corporation 
Emerald  Oilfield  Construction  Ltd. 

Maloney  Steel  Ltd. 

Monenco  Consultants  Limited 

Mustang  Engineering  and  Construction  Limited 

Novacorp  International  Consulting  Inc. 

Pillar  Oilfield  Projects  Ltd. 

Propak  Systems  Ltd. 
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SNC  Partec  Inc. 

Thermo  Design  Engineering  Ltd. 

ENGINEERS-INSTRUMENT  & CONTROL  SYSTEMS 

Bently  Nevada  Canada  Ltd. 

Chemlube  Canada  Ltd. 

A.  Comeau  & Associates  Ltd. 

Dawson  Engineering  and  Communications  Inc. 

Micrologic  Limited 
SNC  Partec  Inc. 

ENGINES  - DIESEL 

Certified  Rentals  Ltd. 

Cummins  Alberta 

Eljay  Gold  Bar  Diesel  & Machine  Works  Inc. 

G.P.R.  Industries  Ltd. 

Moore’s  Engine  Professionals  Ltd. 

Renown  Industries  Ltd. 

Simson-Maxwell 
Tate  Power  (1984)  Ltd. 

ENGINES -GAS 

Moore’s  Engine  Professionals  Ltd. 

PAMCO  A Division  of  Enerflex  Systems  Ltd. 

Renown  Industries  Ltd. 

Shearer  Supply  Ltd. 

Simson-Maxwell 
Tate  Power  (1984)  Ltd. 

T & M Equipment  Services  Ltd. 


Envirotech  Nisku  Inc. 

Francis,  Williams  & Johnson  Ltd. 

Kiseki  Oilfield  Inc. 

Newalta  Corporation 
Norwest  Labs 

Paladin  Projects  International  Ltd. 

Prowest  Safety  & Environmental  Services  Ltd. 

Rene’s  Instrumentation  and  Compressor  Services  Ltd. 
Rice  Engineering  & Operating  Ltd. 

Wearmouth  Waste-Tech 
Western  Oilfield  Environmental  Services  Ltd. 

Western  Research  Division  of  Bovar  Inc. 

ENVIRONMENTAL  INSPECTION 

ABKO  Holdings  (1977)  Ltd. 

Ceda-Reactor  Ltd. 

Rivest  Bros.  Enterprises  (1977)  Ltd. 

Wearmouth  Waste-Tech 
Western  Oilfield  Environmental  Services  Ltd. 

EROSION  CONTROL 

ABKO  Holdings  (1977)  Ltd. 

Forest  Lease 

Western  Oilfield  Environmental  Services  Ltd. 

EXCAVATING  EQUIPMENT 

Alberta  Hydro  Trenching  Ltd. 

Forest  Lease 
Rivtow  Equipment  Ltd. 


ENGINES  - SALES  & SERVICE 

Eljay  Gold  Bar  Diesel  & Machine  Works  Inc. 

Headhunters  Diesel  Ltd. 

Midfield  Supply  Ltd. 

PAMCO  A Division  of  Enerflex  Systems  Ltd. 

Renown  Industries  Ltd. 

Shearer  Supply  Ltd. 

Simson-Maxwell 
Tate  Power  (1984)  Ltd. 

ENGINES-REBUILDING,  REPAIRING,  EXCHANGE 

Chinook  Industrial  Ltd. 

Eljay  Gold  Bar  Diesel  & Machine  Works  Inc. 

G.P.R.  Industries  Ltd. 

Headhunters  Diesel  Ltd. 

Moore’s  Engine  Professionals  Ltd. 

PAMCO  A Division  of  Enerflex  Systems  Ltd. 

Rivtow  Equipment  Ltd. 

Shearer  Supply  Ltd. 

Simson-Maxwell 
Tate  Power  (1984)  Ltd. 

T & M Equipment  Services  Ltd. 

Triconn  Production  Systems  Ltd. 

Western  Star  Trucks  (Calgary)  Ltd. 

ENVIRONMENTAL  CONSULTANTS 

ABKO  Holdings  (1977)  Ltd. 

ARESCO  Ltd. 

Canadian  Petroleum  Training  Institute 
Ceda-Reactor  Ltd. 

Chemex  Labs  Alberta  Inc. 

Chemical  & Geological  Laboratories  Inc. 

DL  Water  Treatment  Consulting  Ltd. 

EXTEX,  A Full  Services  Consulting  Network 
Enviro  Desorption  Inc. 

EnviroLine 


EXPANSION  JOINTS 

Canadian  Toolmaster  Ltd. 

Flo-Crest  Equipment  Alberta  Ltd. 

EXPLORATION  COMPUTER  SYSTEMS 

GeoQuest  Systems,  Inc. 

Paladin  Projects  International  Ltd. 

Riley’s  Datashare  International  Ltd. 

Spectrum  2000  Mindware  Ltd. 

EXPLOSION  PROOF  EQUIPMENT 

Cis  Can  Sales  (Western)  Ltd. 

Jackson  Power  & Electric  Ltd. 

Power  Ignition  Consultants  Ltd. 

RUFFNECK  Heaters 

FABRICATORS  - ALUMINUM 

Advance  Engineered  Products  Ltd. 

Alco  Gas  & Oil  Production  Equipment  Ltd. 

Barber  Industries  Ltd. 

Caytec  Equipment  Ltd. 

Durex  Steel  & Alloy  Ind.  Ltd. 

Geco  Steel  Corporation  Ltd. 

Gledhill  Steel  Products  Inc. 

Nortruck  Mfg.  & Dist.  Ltd. 

Wemas  Metal  Products 

FABRICATORS  - ELECTRICAL 

A.  Comeau  & Associates  Ltd. 

Jackson  Power  & Electric  Ltd. 

FABRICATORS  - STEEL 

Advance  Engineered  Products  Ltd. 

Barber  Industries  Ltd. 

Braeside  Fabricators  Inc. 

Brimstone  Furnace  Works  Ltd.  Boiler  Division 
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C.W.  Carry  Ltd. 

Caytec  Equipment  Ltd. 

Cessco  Fabrication  & Engineering  Limited 

Cherco-Barber  Ltd. 

Dacro  Industries  Ltd. 

Durex  Steel  & Alloy  Ind.  Ltd. 

Forest  Lease 

Geco  Steel  Corporation  Ltd. 

Gledhill  Steel  Products  Inc. 

G W Welding 

Industrial  Steelcraft  A division  of  Terroco  Industries  Ltd. 
Maloney  Steel  Ltd. 

Nortruck  Mfg.  & Dist.  Ltd. 

Pillar  Oilfield  Projects  Ltd. 

Process  Industries  Inc. 

Quality  Fabricating  & Supply  Limited 
Rostel  Industries  Division  of  Taro  Ind. 

Spar-Fab  Welding  Ltd. 

Thermo  Design  Engineering  Ltd. 

Tru-Weld  Grating  Ltd. 

Wells  Hall  Fabrication  & Construction  Ltd. 

Wemas  Metal  Products 
Western  Rock  Bit  Company  Limited 

FAILURE  ANALYSIS 

Beta  Machinery  Analysis  Ltd. 

FENCING 

Thornhill  Ranching  Products  Ltd. 

FIBREGLASS  PRODUCTS 

Midfield  Supply  Ltd. 

Twin  Tops  Industries  Ltd. 

Vitri  Plastics  Inc. 

FILTERS 

Allied  Transmissions  Ltd. 

Chinook  Industrial  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

Danvic  Associates  Ltd. 

Industra-Lube  Testing  Laboratories  Inc. 

E.A.  Kutryk  Equipment  Ltd. 

Thermo  Design  Engineering  Ltd. 

FILTRATION  EQUIPMENT 

Barber  Industries  Ltd. 

Cherco-Barber  Ltd. 

Danvic  Associates  Ltd. 

Dean’s  Oilfield  Services  Ltd. 

Drilling  Fluids  Treatment  Systems  Inc. 

Industra-Lube  Testing  Laboratories  Inc. 

E.A.  Kutryk  Equipment  Ltd. 

Summit  Engineering  Sales  (Calgary)  Ltd. 

FINANCIAL  & INVESTMENT 

Finex  Leasing  Corporation  Ltd. 

FIRE  ALARM  SYSTEMS 

Dawson  Engineering  and  Communications  Inc. 

FIRE  FIGHTING  EQUIPMENT 

Coveil  Fire  Fighting  Ltd. 

Forest  Lease 

Goodall  Rubber  Company 

Hills  Hot  Shot  Service  Ltd. 

Mr.  Glove  & Safety  Ltd. 


Prowest  Safety  & Environmental  Services  Ltd. 

Red  Flame  Oil  Well  Fire  Fighters  & Blowout  Specialists  Ltd. 

FIRE  PROOFING  OF  STRUCTURAL  STEEL 

Fuller  Austin  Insulation  Inc. 

FIRE  PROTECTION  EQUIPMENT 

Coveil  Fire  Fighting  Ltd. 

Red  Flame  Oil  Well  Fire  Fighters  & Blowout  Specialists  Ltd. 
United  Resource  Safety  Ltd. 

FIRE  RETARDANT  CLOTHING 

Alberta  Glove  Co.  Ltd. 

Peter  Clark  Associates  Inc. 

Covell  Fire  Fighting  Ltd. 

Mr.  Glove  & Safety  Ltd. 

Northwell  Rentals  Ltd. 
protective  apparel  inc. 

FSRESTOPPING  INSULATION 

C & I Insulation 

Fuller  Austin  Insulation  Inc. 

Fuller  Bartells  Distribution 

FIRST  AID  SUPPLIES 

Coveil  Fire  Fighting  Ltd. 

Mr.  Glove  & Safety  Ltd. 

Prowest  Safety  & Environmental  Services  Ltd. 

Zee  Medical  Canada,  Inc. 

FISHING  TOOLS 

Bonnett’s  Wireline  Services  Ltd. 

GN  Corporations  Inc. 

Griffith  Oil  Tool  Ltd.  A Div.  of  Dreco  Group 
Homco  International  Ltd. 

Matt’s  Manufacturing  Ltd. 

Northwell  Rentals  Ltd. 

Smith  International  Canada,  Ltd. 

Variperm  (Canada)  Limited 
Volker  Stevin  Offshore  Canada  Inc. 

FITTINGS 

Ability  Industrial  Supply  Co.  Ltd. 

Alcan  Pipe 

B.W.  Rig  Repair  & Supply 
GN  Corporations  Inc. 

Homco  International  Ltd. 

R K Machine  Shop 
Sentry  Piping  Systems  Inc. 

T.C.G.  Pipe  Services  Ltd. 

Wire  Rope  Industries  Ltd. 

FLAGS  & BANNERS 

Calgary  Tent  & Awning  Ltd. 

Thornhill  Ranching  Products  Ltd. 

FLANGES 

Alcan  Pipe 

Apollo  Machine  & Welding 
C R C Wellhead  Supply  Limited 
Domino  Machine  Co.  Ltd. 

GN  Corporations  Inc. 

Galaxy  Oilfield  Service  Ltd. 

Homco  International  Ltd. 

Hydra  - Machine  Ltd. 

Millway  Industries  Ltd. 
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R K Machine  Shop 
Sentry  Piping  Systems  Inc. 

South  Peace  Machine  Ltd. 

FLARESTACK  IGNITIONS 

Bouchard  Electric  Ltd. 

Mactronic  Ltd. 

FLARESTACK  RENTALS 

Central  Alberta  Production  Testing  Ltd. 

Mactronic  Ltd. 

Norward  Energy  Services  Corp. 

Rialta  Supply  Ltd. 

FLARESTACKS 

Braeside  Fabricators  Inc. 

Dacro  Industries  Ltd. 

Flo-Skid  Manufacturing  Inc. 

Mactronic  Ltd. 

Porta-Test  Inc. 

Process  Industries  Inc. 

Testmaster  Production  Services  Ltd. 

FLOATING  EQUIPMENT 

Bomega  Metals  Ltd. 

Cardium  Tool  Services  Inc. 

Top-co  Industries  Ltd. 

Triumph  Tubular  & Supply  Ltd. 

FLOW  MEASURING  EQUIPMENT 

Chart  Information  Systems  Ltd. 

Dycor  Industrial  Research  Ltd. 

ITT  Barton  Instruments 
Jiro  Oilfield  Supply  Ltd. 

Muis  Controls  Ltd. 

Parval  Equipment  Ltd. 

FLOW  METER  SERVICE 

CB  Engineering  Ltd. 

FLOW  VALVES 

Cantech  Controls  Division  of  Cantech  Corporation 
Simark  Controls  Ltd. 

FORK  LIFTS  - SALES  & RENTALS 

Certified  Rentals  Ltd. 

Fasco  Rentals  Ltd. 

Rivtow  Equipment  Ltd. 

FRAC  SAND 

M.W.  Hagel  Consulting  Ltd. 

FRACTURE  FLUID  - SALES 

Phillips  Petroleum  International  Canada  Ltd. 

Welchem  Canada  Ltd. 

Wells  Cargo  Oilfield  Services 

FRACTURING 
Canadian  Fracmaster  Ltd. 

Canadian  Toolmaster  Ltd. 

M.W.  Hagel  Consulting  Ltd. 

Nowsco  Well  Service  Ltd. 

Servo-Dynamics,  Inc. 

FREEZE  UNIT  & HOT  TAP  SERV.-MOBILE 

Red  Flame  Oil  Well  Fire  Fighters  & Blowout  Specialists  Ltd. 


FREIGHT  SERVICES  - INDUSTRIAL 

Allcargo  Forwarders  International  Inc. 

Cushion  Cruiser 

Drummond  Transportation  Services  Ltd. 

FUEL 

Canadian  Turbo  Inc. 

Premier  Propane  Inc. 

FUEL  CONDITIONERS 

Champion  Petrochemicals  Ltd. 

FUEL  INJECTION  SYSTEMS 

Eljay  Gold  Bar  Diesel  & Machine  Works  Inc. 

Midfield  Supply  Ltd. 

GARBAGE  REMOVAL 

Newalta  Corporation 
Wearmouth  Waste-Tech 

GAS  ANALYSIS 

Bearspaw  Logging  Services  (1986)  Ltd. 

Chemex  Labs  Alberta  Inc. 

Chemical  & Geological  Laboratories  Inc. 

Hycal  Energy  Research  Laboratories  Ltd. 

GAS  ANALYSIS  APPARATUS 

Chemex  Labs  Alberta  Inc. 

Foothills  Industrial  Products  (1988)  Ltd. 

Midfield  Supply  Ltd. 

Summit  Engineering  Sales  (Calgary)  Ltd. 

GAS  COMPRESSORS 

Barber  Industries  Ltd. 

Cherco-Barber  Ltd. 

Finex  Leasing  Corporation  Ltd. 

Lynx  Tool  Company  Ltd. 

Triconn  Production  Systems  Ltd. 

Western  Rock  Bit  Company  Limited 

GAS  DETECTION  EQUIPMENT 

Bearspaw  Logging  Services  (1986)  Ltd. 

Covell  Fire  Fighting  Ltd. 

Gastech  Instruments  Canada  Ltd. 

Nor’wester  Energy  Systems  Ltd. 

Prowest  Safety  & Environmental  Services  Ltd. 

Red  Flame  Oil  Well  Fire  Fighters  & Blowout  Specialists  Ltd. 
Simark  Controls  Ltd. 

Standard  Safety  & Consulting  Services  (1978)  Ltd. 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Technical  Enterprise 
Tega  Oilfield  Supply 
United  Resource  Safety  Ltd. 

GAS  MEASUREMENT  SERVICE 

Cantech  Controls  Division  of  Cantech  Corporation 
Chart  Information  Systems  Ltd. 

Gas  & Oil  Accounting  Ltd. 

Harvie  Instruments  Ltd. 

Rattler  Proving  Co.  Ltd. 

Sealweld  Corporation  Ltd. 

GAS  METERS 

Harvie  Instruments  Ltd. 

Rattler  Proving  Co.  Ltd. 

Western  Rock  Bit  Company  Limited 
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GAS  PLANT  EQUIPMENT 

Alberta  Governor  Service  Ltd. 

Alco  Gas  & Oil  Production  Equipment  Ltd. 

Caproco  (1987)  Limited 

Cessco  Fabrication  & Engineering  Limited 

Chinook  Industrial  Ltd. 

Finex  Leasing  Corporation  Ltd. 

International  Oilfield  Equipment  Brokers  Ltd. 
Maloney  Steel  Ltd. 

Process  Industries  Inc. 

Sealweld  Services 

Thermo  Design  Engineering  Ltd. 

Wells  Hall  Fabrication  & Construction  Ltd. 

Western  Rock  Bit  Company  Limited 

GAS  PROCESSING  EQUIPMENT 
Alco  Gas  & Oil  Production  Equipment  Ltd. 

Blue  Chip  Machine  Company  Limited 
Braeside  Fabricators  Inc. 

Cherco-Barber  Ltd. 

Finex  Leasing  Corporation  Ltd. 

International  Oilfield  Equipment  Brokers  Ltd. 
Maloney  Steel  Ltd. 

Nutter  Engineering 
Opsco  Industries  Ltd. 

Process  Industries  Inc. 

Propak  Systems  Ltd. 

Rialta  Supply  Ltd. 

Thermo  Design  Engineering  Ltd. 

Wells  Hall  Fabrication  & Construction  Ltd. 

Western  Rock  Bit  Company  Limited 

GAS  TESTING 

Cantest  Production  Services  Ltd. 

Central  Alberta  Production  Testing  Ltd. 

Chemical  & Geological  Laboratories  Inc. 
Diagnostic  Engineering  Inc. 

Harvie  Instruments  Ltd. 

KMK  Production  Testing  Ltd. 

Norward  Energy  Services  Corp. 

Opsco  Industries  Ltd. 

PNG  Consultants  Ltd. 

Pretec  Wireline  & Production  Testing  Services  Inc. 
Testmaster  Production  Services  Ltd. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

GAS  WELL  FLUID  REMOVAL 

Petrolite  Canada  Inc.-Tretolite  Division 

GAS  WELL  SERVICING 

Action  International  Well  Servicing  Inc. 

Grizzly  Ledcor  Well  Servicing  Limited 
Grizzly  Well  Servicing  (Grand  Centre)  Ltd. 
Hangwell  Coil  Tubing  Services  Ltd. 

Nowsco  Well  Service  Ltd. 

Otis  Engineering 
Petro  Well  Servicing 
Poncho  Well  Servicing  Ltd. 

Round-Up  Well  Servicing  Inc. 

GASES -CYLINDER 

Gastech  Instruments  Canada  Ltd. 


GAUGES 

Ability  Industrial  Supply  Co.  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

Circle  T Service  & Rental  Ltd. 

Control  Drilling  Service  (1987)  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

T.I.L.  A Division  of  Terroco  Industries  Ltd. 

GAUGES  - ELECTRIC 

Geophysical  Research  Corporation  Ltd. 

GAUGES -FLUID  LEVEL 

Western  Rock  Bit  Company  Limited 

GAUGES  - PRESSURE 

CPW  Valve  & Instrument  Co.  Ltd. 

Cantech  Controls  Division  of  Cantech  Corporation 
Carreau  Oilfield  Specialties 
Control  Drilling  Service  (1987)  Ltd. 

Dycor  Industrial  Research  Ltd. 

Geophysical  Research  Corporation  Ltd. 

Z.l.  Probes  Inc. 

GAUGES  - RECORDING 

Control  Drilling  Service  (1987)  Ltd. 

Geophysical  Research  Corporation  Ltd. 

GAUGES  - REPAIRING 

Control  Drilling  Service  (1987)  Ltd. 

CPW  Valve  & Instrument  Co.  Ltd. 

GAUGES  - TEMPERATURE 

Cantech  Controls  Division  of  Cantech  Corporation 
Geophysical  Research  Corporation  Ltd. 

Z.l.  Probes  Inc. 

GEARS  & GEAR  CUTTING 

Almac  Machine  Works  Ltd. 

Ampscot  Equipment  Ltd. 

GEARS  - REDUCTION 

Ampscot  Equipment  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

GEMINI  ENGINES,  SALES,  PARTS  & SERVICE 

Shearer  Supply  Ltd. 

GENERATORS  - GAS 

Gastech  Instruments  Canada  Ltd. 

Polyquip  of  Canada  Ltd. 

Premier  Propane  Inc. 

Simson-Maxwell 
Tate  Power  (1984)  Ltd. 

GENERATORS  - RENTAL 

Cummins  Alberta 
Fasco  Rentals  Ltd. 

Forest  Lease 
Northwell  Rentals  Ltd. 

Simson-Maxwell 
Tate  Power  (1984)  Ltd. 

Wadeco  Oilfield  Services  Ltd. 


GASKETS  GENERATORS  - STEAM 

Western  Rock  Bit  Company  Limited  Natco  Canada 
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GENERATORS-ELECTRIC,  SALES  & SERVICE 

Alberta  Governor  Service  Ltd. 

Axelsen  Industries  (1984)  Ltd. 

Certified  Rentals  Ltd. 

Global  Thermoelectric  Inc. 

Nelson  Machinery  Company  Ltd. 

Nor’wester  Energy  Systems  Ltd. 

Polyquip  of  Canada  Ltd. 

Qsine  Corporation  Limited 

Simson-Maxwell 

Tate  Power  (1984)  Ltd. 

GEOLOGICAL  SERVICES  & SUPPLIES 

The  Design  Group  Staffing  Services  Inc. 

GeoGraphix,  Inc. 

GeoQuest  Systems,  Inc. 

PNG  Consultants  Ltd. 

Scientific  Software  - Intercomp 

GEOPHYSICAL  CONTRACTORS 

Atlas  Wireline  Services 
Enertec  Geophysical  Services  Ltd. 

GEOPHYSICAL  DATA  BROKERS 

Enertec  Geophysical  Services  Ltd. 

GEOPHYSICAL  SERVICES  & SUPPLIES 

Almecon  Industries  Limited 
Caytec  Equipment  Ltd. 

Challenger  Surveys  & Services  Ltd. 

Den’s  Exploration  Services  (1983)  Ltd. 

The  Design  Group  Staffing  Services  Inc. 

Enertec  Geophysical  Services  Ltd. 

Geo-X  Systems  Ltd. 

GeoQuest  Systems,  Inc. 

Indel  Davis  Ltd. 

PNG  Consultants  Ltd. 

REF  TEK  CANADA  Corp. 

GEOTECHNICAL  SERVICES 

Rice  Engineering  & Operating  Ltd. 

GEOTEXTILES 

Nilex  Geotechnical  Products  Inc. 

GLYCOLS 

White  Ram  Oilfield  Services  Ltd. 

GRATINGS~STEEL,ALUM.  & STAINLESS 

Wemas  Metal  Products 

GRAVEL  PACKING 

Guiberson  Division,  Dresser  Canada,  Inc. 

Variperm  (Canada)  Limited 

GREASES 

Foothills  Industrial  Products  (1988)  Ltd. 

Jet-Lube  of  Canada  Ltd. 

Sealweld  Corporation  Ltd. 

Sealweld  Services 

GREASING  EQUIPMENT 

Sealweld  Corporation  Ltd. 

Sealweld  Sen/ices 


GRINDING  MACHINE  & EQUIPMENT 

Headhunters  Diesel  Ltd. 

Moore’s  Engine  Professionals  Ltd. 

GROUTING 

Allied  Colloids  (Canada)  Inc. 

Chinook  Industrial  Ltd. 

GROUTING  COMPOUNDS 

Allied  Colloids  (Canada)  Inc. 

HANGERS 

Campbell  Industries  Ltd. 

Cardium  Tool  Services  Inc. 

Variperm  (Canada)  Limited 

HARD  BANDING 

Lynx  Tool  Company  Ltd. 

HARD  FACING 

Forest  Lease 
The  Laser  Institute 

HAZARDOUS  WASTE 

Ceda-Reactor  Ltd. 

Chemical  & Geological  Laboratories  Inc. 

Delta  Catalytic  Corporation 
Enviro-Tec  Inc. 

Newalta  Corporation 
Norwest  Labs 

Volker  Stevin  Offshore  Canada  Inc. 
Wearmouth  Waste-Tech 

HEADS 

Cessco  Fabrication  & Engineering  Limited 

Headhunters  Diesel  Ltd. 

HEAT  CONTROLS 

CB  Engineering  Ltd. 

HEAT  EXCHANGER  FERRULES 

Chandler  Industrial  Sales  Ltd. 

Flo-Crest  Equipment  Alberta  Ltd. 

G.C.  McCaffrey  & Associates  Ltd. 

Presson  Manufacturing  Ltd. 

HEAT  TREATING  - METAL 

Dacro  Industries  Ltd. 

GN  Corporations  Inc. 

The  Laser  Institute 
Standen’s  Limited 
Western  Rock  Bit  Company  Limited 

HEATERS  - PRODUCTION 

Alco  Gas  & Oil  Production  Equipment  Ltd. 

Black,  Sivalls  & Bryson  (Canada)  Limited 
Cherco-Barber  Ltd. 

EnServ  Corporation 

International  Oilfield  Equipment  Brokers  Ltd. 
Maloney  Steel  Ltd. 

Norward  Energy  Services  Corp. 

Opsco  Industries  Ltd. 

Priority  Projects  Ltd. 

Rialta  Supply  Ltd. 

Wells  Hall  Fabrication  & Construction  Ltd. 


Edition 


-97- 


Alberta  Petroleum  Equipment  & Services  Directory 


HEATERS  - TRACKING  CABLE 

Testmaster  Production  Services  Ltd. 

HEATING  EQUIPMENT  & SUPPLIES 
Alco  Gas  & Oil  Production  Equipment  Ltd. 

Certified  Rentals  Ltd. 

Cis  Can  Sales  (Western)  Ltd. 

Energlo  Diesel  Heaters  Ltd. 

Fasco  Rentals  Ltd. 

Premier  Propane  Inc. 

RUFFNECK  Heaters 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Warner  Shelter  Systems  Limited 

HEAVY  DUTY  TRUCK  MOUNTED  EQUIPMENT 

Caytec  Equipment  Ltd. 

Matt’s  Manufacturing  Ltd. 

Nowsco  Well  Service  Ltd. 

Redmont  Equipment  Inc. 

HEAVY  INDUSTRIAL  CONTRACTORS 

Cana  Limited 

Mustang  Engineering  and  Construction  Limited 

HEAVY  OILFIELD  HAULING 

Emerald  Oilfield  Construction  Ltd. 

Milcorp  Industries  Limited 

Miller  Oilfield  Hauling  A Division  of  Milcorp  Industries  Limited 
Tartan  Transport  and  Construction  Ltd. 

HI-PRESSURE  GAS  FRACTURING 

Servo-Dynamics,  Inc. 

HOISTS 

Auto  Marine  Electric  Ltd. 

Caytec  Equipment  Ltd. 

Century  Sales  & Service  Limited 

HOLE  OPENERS 

Computalog  Ltd. 

Security  Rock  Bit  Div.  Dresser  Canada 

HOLLOW  STRUCTURAL  SECTIONS 

C.W.  Carry  Ltd. 

Prudential  Steel  Ltd. 

HOSE  COUPLINGS  & FITTINGS 

Anderson/CP  Rubber  Division  of  Starcan  Corporation 
Cidco  Industrial  Supplies  Ltd. 

Commercial  Bearing  Service  (1966)  Ltd. 

Goodall  Rubber  Company 
Rice  Engineering  & Operating  Ltd. 

Rivtow  Equipment  Ltd. 

T.I.L.  A Division  of  Terroco  Industries  Ltd. 

HOSES  & TUBING 

Ability  Industrial  Supply  Co.  Ltd. 

Anderson/CP  Rubber  Division  of  Starcan  Corporation 
Auto  Marine  Electric  Ltd. 

Edmonton  Tube  Sales  Ltd. 

Goodall  Rubber  Company 
Rice  Engineering  & Operating  Ltd. 

HOSES  - HIGH  PRESSURE 

Anderson/CP  Rubber  Division  of  Starcan  Corporation 
Goodall  Rubber  Company 


Rivtow  Equipment  Ltd. 

HOT  OIL  SERVICING 

Dean’s  Oilfield  Services  Ltd. 

Matt’s  Manufacturing  Ltd. 

HYDRAULIC  EQUIP.-SALES  & SERVICE 

Apex  Metal  Ind.  Ltd. 

Auto  Marine  Electric  Ltd. 

Canadian  Hydrex  Limited 
Caytec  Equipment  Ltd. 

Cidco  Industrial  Supplies  Ltd. 

Delta  Hydraulic  Power  Ltd. 

Hypower  Systems  Corporation 

HYDRAULIC  SNUBBING 

EnServ  Corporation 

HYDROGEN  SULPHIDE  SAFETY 

Bearspaw  Logging  Services  (1986)  Ltd. 

Red  Flame  Oil  Well  Fire  Fighters  & Blowout  Specialists  Ltd. 
Standard  Safety  & Consulting  Services  (1978)  Ltd. 

HYDROSTATIC  TESTING 

B S L Machine  Ltd. 

Hydrotestors  Canada  Limited 
Key  Oilfield  Rentals  Limited 

HYGROMETERS 

Dycor  Industrial  Research  Ltd. 

Foothills  Industrial  Products  (1988)  Ltd. 

IGNITION  EQUIPMENT 

Mactronic  Ltd. 

Power  Ignition  Consultants  Ltd. 

INCINERATORS 

Brimstone  Furnace  Works  Ltd.  Boiler  Division 
Ducharme  Oilfield  Rentals  Ltd. 

Ketek  Industries  Ltd. 

Mactronic  Ltd. 

Western  Research  Division  of  Bovar  Inc. 

Westland  Incinerator  Co.  Ltd. 

INDICATORS  - FLOW 

Parval  Equipment  Ltd. 

INDUSTRIAL  COATINGS 

Chinook  Industrial  Ltd. 

Masterkote  A Division  of  Milcorp  Industries  Limited 
Milcorp  Industries  Limited 

INDUSTRIAL  EQUIPMENT  & SUPPLIES 

Century  Sales  & Service  Limited 
Harvie  Instruments  Ltd. 

Polyquip  of  Canada  Ltd. 

T.I.L.  A Division  of  Terroco  Industries  Ltd. 


INDUSTRIAL  FABRICATION  & REPAIRS 

Falcon  Machining  Ltd. 

Industrial  Steelcraft  A division  of  Terroco  Industries  Ltd. 
The  Laser  Institute 
Nortruck  Mfg.  & Dist.  Ltd. 

Rialta  Supply  Ltd. 


-98- 


1992 


INDUSTRIAL  TOOLS 

Cardinal  Industrial  Electronics  Ltd. 

Century  Sales  & Service  Limited 
Delta  Catalytic  Corporation 

INFORMATION  RETRIEVAL 

Canadian  Petroleum  Technology  Access  Inc. 
Digitech  Information  Services  Ltd. 

PNG  Consultants  Ltd. 

Procurement  Dynamics  Consulting 

INFORMATION  SERVICES 

Canadian  Oil  Register 

Canadian  Petroleum  Technology  Access  Inc. 
Chart  Information  Systems  Ltd. 

Daily  Oil  Bulletin 

Digitech  Information  Services  Ltd. 

Drilling  Records 
Energy  Analects 
Energy  in  Canada 
EnviroLine 
Field  Title  Service 

Petroleum  Information  Exchange  (PIX) 
Petrowest  Management  Services  Ltd. 
Procurement  Dynamics  Consulting 

INFRARED  EQUIPMENT  SALES 

Summit  Engineering  Sales  (Calgary)  Ltd. 

INSPECTION  - ENVIRONMENTAL 

Western  Oilfield  Environmental  Services  Ltd. 


Products  & Services 


INSULATION  - PIPE 

Fuller  Bartells  Distribution 

INSULATION  MATERIALS-COLD  & HEAT 

C & I Insulation 
Childers  Products  Co.  Ltd. 

INSULATION-  REMOVABLE/REUSABLE 

Fuller  Bartells  Distribution 

INSURANCE  BROKERS 

Capital  Executive  Recruitment  Ltd. 

INTERCOMMUNICATION  EQUIPMENT 

Cardinal  Industrial  Electronics  Ltd. 

D.M.C.  Data  Communications  Ltd. 

Mountain  Mobile  Communications  Ltd. 

INTERNATIONAL  CONSULTANTS 

Canadian  Petroleum  Training  Institute 
M.W.  Hagel  Consulting  Ltd. 

G.C.  McCaffrey  & Associates  Ltd. 

Novacorp  International  Consulting  Inc. 

Paladin  Projects  International  Ltd. 

SNC  Partec  Inc. 

TransMeridian  Inc. 

INVENTORY 

BRI  Consulting  Group  Ltd. 

Milcorp  Industries  Limited 

Miller  Oilfield  Hauling  A Division  of  Milcorp  Industries  Limited 


INSPECTION  SERVICES 

Canada  Inspection  Associates  Ltd. 

Guardian-Hyalog  Oilfield  Services 
Image  Inspection  Services  Ltd. 

International  Radiography  & Inspection  Services  (1976)  Ltd. 

Milcorp  Industries  Limited 
Rivest  Bros.  Enterprises  (1977)  Ltd. 

Shearer  Supply  Ltd. 

Smith  International  Canada,  Ltd. 

Superior  Inspection  Services  A Division  of  Milcorp  Industries  Limited 
Thuro  Services  (Western)  Ltd. 

Western  Drill  Collar  Inspection  Ltd. 

Western  N.D.T. 

INSTRUMENT  HOUSINGS 

CB  Engineering  Ltd. 

Chemlube  Canada  Ltd. 

The  Laser  Institute 

INSTRUMENTS 

Ability  Industrial  Supply  Co.  Ltd. 

Ankha  Nuclear  Industries  (Canada)  Inc. 

CB  Engineering  Ltd. 

Cardinal  Industrial  Electronics  Ltd. 

Century  Machine  Company  Limited 
Dycor  Industrial  Research  Ltd. 

Harvie  Instruments  Ltd. 

Muis  Controls  Ltd. 

Parval  Equipment  Ltd. 

Rattler  Proving  Co.  Ltd. 

Rene’s  Instrumentation  and  Compressor  Services  Ltd. 

Spalding  Clock  & Instrument  Ltd. 

Western  Instruments  Inc. 

Western  N.D.T. 


JACKS 

Abandonrite  Services  Ltd. 

Auto  Marine  Electric  Ltd. 

JACKSHAFTS 

Almac  Machine  Works  Ltd. 

JARS 

Anvil  Machine  Ltd. 

Cougar  Tool  Inc. 

Ducharme  Oilfield  Rentals  Ltd. 

Jarco  Services  Div.  Canerco  Energy  Services  Corp. 
Mason  Tools  Ltd. 

Northwell  Rentals  Ltd. 

KELLY  BUSHINGS 

Almac  Machine  Works  Ltd. 

Carreau  Oilfield  Specialties 
Circle  T Service  & Rental  Ltd. 

Key  Oilfield  Rentals  Limited 
Lory  Oilfield  Rentals  (1987)  Ltd. 

Varco  BJ  Oil  Tools 

KELLYS 

Big  D Rentals  & Sales  (1981)  Ltd. 

Circle  T Service  & Rental  Ltd. 

Farr  Canada  Ltd. 

Key  Oilfield  Rentals  Limited 
Lory  Oilfield  Rentals  (1987)  Ltd. 

LABORATORIES  - TESTING 

Ceda-Reactor  Ltd. 

Chemex  Labs  Alberta  Inc. 

Chemical  & Geological  Laboratories  Inc. 
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DL  Water  Treatment  Consulting  Ltd. 

Hycal  Energy  Research  Laboratories  Ltd. 

Norwest  Labs 

LABORATORIES  - TESTING  (WATER) 

Chemex  Labs  Alberta  Inc. 

Chemical  & Geological  Laboratories  Inc. 

DL  Water  Treatment  Consulting  Ltd. 

Norwest  Labs 

Western  Industrial  Laboratories  Limited 

Western  Research  Division  of  Bovar  Inc. 

LABORATORY  EQUIPMENT  & SUPPLIES 

Chemex  Labs  Alberta  Inc. 

Hycal  Energy  Research  Laboratories  Ltd. 

Nelson  Machinery  Company  Ltd. 

Nowsco  Well  Service  Ltd. 

LAND  INFORMATION 

Digitech  Information  Services  Ltd. 

LANDA  HIGH  PRESSURE  WASHERS 

Auto  Marine  Electric  Ltd. 

Certified  Rentals  Ltd. 

Polyquip  of  Canada  Ltd. 

Thornhill  Ranching  Products  Ltd. 

LATERAL  DRILLING  TECHNIQUES 

Computalog  Ltd. 

ENSCO  Canada  Inc. 

LEASE  BROKERS  & LAND  AGENTS 

Capital  Executive  Recruitment  Ltd. 

LEASING 

John  Hopkinson  & Associates  Ltd. 

LEVEL  CONTROLS  - LIQUID 

Dover  Corporation  (Canada)  Limited  Alberta  Oil  Tool  Division 
Muis  Controls  Ltd. 

Simark  Controls  Ltd. 

LIGHT  OILFIELD  HAULING 

Dean’s  Oilfield  Services  Ltd. 

Emerald  Oilfield  Construction  Ltd. 

Horizon  Transport  Ltd. 

Milcorp  Industries  Limited 

Miller  Oilfield  Hauling  A Division  of  Milcorp  Industries  Limited 
Tartan  Transport  and  Construction  Ltd. 

LIGHTING  SYSTEMS  & EQUIPMENT 

Certified  Rentals  Ltd. 

Industrial  Case  & Light 
Jackson  Power  & Electric  Ltd. 

Prowest  Safety  & Environmental  Services  Ltd. 

LINE  PIPE  - NEW 

Northwest  Pipe  & Supply  Co.  Ltd. 

Prudential  Steel  Ltd. 

Triumph  Tubular  & Supply  Ltd. 

LINE  PIPE -USED 

Abandonrite  Services  Ltd. 

LIQUID  HANDLING  ENVIRON.  EQUIPMENT 

Advance  Engineered  Products  Ltd. 


Envirotech  Nisku  Inc. 

Wearmouth  Waste-Tech 

LITHOLOGY  DATA 

Digitech  Information  Services  Ltd. 

LOG  LIBRARIES 

Digitech  Information  Services  Ltd. 

Riley’s  Datashare  International  Ltd. 

LOGGING  - ELECTRIC 

Atlas  Wireline  Services 
Computalog  Ltd. 

Heartland  Perforating  Services  Ltd. 

Sunburst  Perforating  Services  Ltd. 

LOGGING  - GAMMA  RAY  - NEUTRON 

Atlas  Wireline  Services 
Canadian  Perforators  Ltd. 

Computalog  Ltd. 

Heartland  Perforating  Services  Ltd. 

Jet  Perforators  Inc. 

Plains  Perforating  Ltd. 

Roke  Oil  Enterprises  Ltd. 

Sunburst  Perforating  Services  Ltd. 

LOGGING  - MWD.  SYSTEMS 

Computalog  Ltd. 

Drilltel  Systems 

LUBRICANTS 

Cidco  Industrial  Supplies  Ltd. 

Commercial  Bearing  Service  (1966)  Ltd. 
Interlock  Technologies  Limited 
Jet-Lube  of  Canada  Ltd. 

Premier  Propane  Inc. 

Sealweld  Corporation  Ltd. 

Sealweld  Services 

Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

LUBRICATING  DEVICES  & SYSTEMS 

Chinook  Industrial  Ltd. 

Qsine  Corporation  Limited 
Sealweld  Corporation  Ltd. 

Sealweld  Services 

MACHINE  SHOPS 

Allied  Machinists  Ltd. 

Allsett  Machine  Ltd. 

Almac  Machine  Works  Ltd. 

Apex  Metal  Ind.  Ltd. 

Armor  Machine  & Mfg.  Ltd. 

Asko  Machine  Industries  Ltd. 

B S L Machine  Ltd. 

Boreal  Machine  Ltd. 

Cactus  Machine  Limited 
Certified  Weldall  Metals  Propeller  & Mfg.  Ltd. 
Cessco  Fabrication  & Engineering  Limited 
Chemlube  Canada  Ltd. 

Dann’s  Welding  & Machining 
D & D Machine  Works  Ltd. 

Eljay  Gold  Bar  Diesel  & Machine  Works  Inc. 

F T S Diamond  Machine  Works 
Galaxy  Oilfield  Service  Ltd. 

Gledhill  Steel  Products  Inc. 

Global  Thermoelectric  Inc. 
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GN  Corporations  Inc. 

Hangwell  Coil  Tubing  Services  Ltd. 
Headhunters  Diesel  Ltd. 

Horst’s  Quality  Grinding  Ltd. 

Hy  Lo  Machine  & Tools 

Jim’s  Millwright  Service  (1988)  Ltd. 

J.R.J.  Maintenance  Incorporated 
Kwestor  Enterprises  Limited 
The  Laser  Institute 
Lynx  Tool  Company  Ltd. 

Milco  Machining  & Manufacturing 
Moore’s  Engine  Professionals  Ltd. 

Namco  Machine  & Power  Train  Works  Ltd. 
Oxford  Machine  & Welding  Ltd. 

Provost  Precision  Machine  Shop 
Redwater  Machining  & Mfg.  Co.  Ltd. 

Rostel  Industries  Division  of  Taro  Ind. 
Smith  International  Canada,  Ltd. 

South  Peace  Machine  Ltd. 

Standen’s  Limited 
Texflo  Machining  Limited 
Tisza  Industries  Limited 
Top  Grade  Machining  Ltd. 

TPS  Machine  & Welding 
Volk  Percision  Industries  Ltd. 

Walker  Steel  Corporation 
Western  Welding  Inc. 


Products  & Services 


Drilling  Records 

Geodesy  Remote  Sensing  Inc. 

Orhan’s  Micrographics  & Photomapping  Inc 

MARINE  TRANSPORTATION 

Beaudril  (1987)  Limited 
Cushion  Cruiser 

Drummond  Transportation  Services  Ltd. 

MARKET  FEASIBILITY  STUDIES 

G.C.  McCaffrey  & Associates  Ltd. 

MARKETERS  - OIL  & NATURAL  GAS 

Exploration  Rock  Bits  Inc. 

MARKETING  SERVICES 

G.C.  McCaffrey  & Associates  Ltd. 

Phoenix  Gas  Marketing  Consultants  Inc. 

MATERIAL  HANDLING  EQUIPMENT 

Advance  Engineered  Products  Ltd. 

Caytec  Equipment  Ltd. 

Miller  Oilfield  Hauling  A Division  of  Milcorp  Industries  Limited 

MATERIAL  HANDLING  SYS.-  HEAVY  DUTY 

Caytec  Equipment  Ltd. 


MAINTENANCE  - INSTRUMENTATION 

Beta  Machinery  Analysis  Ltd. 

Brimstone  Furnace  Works  Ltd.  Boiler  Division 
Harvie  Instruments  Ltd. 

MAINTENANCE  SUPPLIES 

Midfield  Supply  Ltd. 

Sealweld  Corporation  Ltd. 

Sealweld  Services 


MATERIAL  HANDLING  SYSTEM-CONVEYOR 

Wemas  Metal  Products 

MATERIAL  HANDLING  SYSTEMS  - PARTS 

Anderson/CP  Rubber  Division  of  Starcan  Corporation 

MEASUREMENT  WHILE  DRILLING  SERVICE 

Computalog  Ltd. 

Eastman  Christensen 


MANAGEMENT  CONSULTANTS 
Citidal  Engineering  Ltd. 

EXTEX,  A Full  Services  Consulting  Network 
Genesis  Personnel  Management  Ltd. 

Paladin  Projects  International  Ltd. 

Right  Associates 

United  Resource  Safety  Ltd. 

Wadeco  Oilfield  Services  Ltd. 

MANIFOLDS 

Carreau  Oilfield  Specialties 
Chandler  Industrial  Sales  Ltd. 

Circle  T Service  & Rental  Ltd. 

Galaxy  Oilfield  Service  Ltd. 

Key  Oilfield  Rentals  Limited 
Maloney  Steel  Ltd. 

Norward  Energy  Services  Corp. 

Shafco  Blowout  Prevention  Ltd. 

MAPPING  SOFTWARE 

Auto-Trol  Technology  (Canada)  Ltd. 

GeoGraphix,  Inc. 

Landmark  Graphics  Canada  Ltd. 

Zycor  Canada 

MAPS 

Carter  Mapping  A Division  of  Riley’s  Datashare  Int’l 
Digitech  Information  Services  Ltd. 


METEOROLOGICAL  EQUIPMENT 

Dycor  Industrial  Research  Ltd. 

METER  PROVERS 

Mettron  Proving  & Calibration  Service  (1984)  Ltd. 
Pipetech  Corporation  Ltd. 

Rattler  Proving  Co.  Ltd. 

METER  STATIONS  - PACKAGED 

Cherco-Barber  Ltd. 

Maloney  Steel  Ltd. 

Opsco  Industries  Ltd. 

Process  Industries  Inc. 

Wells  Hall  Fabrication  & Construction  Ltd. 

Western  Rock  Bit  Company  Limited 

METERING  PUMPS 

Parval  Equipment  Ltd. 

Western  Rock  Bit  Company  Limited 

METERS-FLUID  & GAS-SALES  & SERVICE 

CB  Engineering  Ltd. 

Harvie  Instruments  Ltd. 

Rattler  Proving  Co.  Ltd. 

Simark  Controls  Ltd. 

MICRO  COMPUTERS  - SOFTWARE 

Chart  Information  Systems  Ltd. 
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GeoGraphix,  Inc. 

GeoQuest  Systems,  Inc. 

Micrologic  Limited 

MICROBIOLOGY  OF  OIL 

Caproco  (1987)  Limited 
Kiseki  Oilfield  Inc. 

Norwest  Labs 

MICROFILMING  -SERVICES  & SUPPLIES 

Orhan’s  Micrographics  & Photomapping  Inc 
Riley’s  Datashare  International  Ltd. 

West  Canadian  Graphic  Industries  (1986)  Ltd. 

MIXING  & AGITATION  MACHINERY 

Ketek  Industries  Ltd. 

Wadeco  Oilfield  Services  Ltd. 

MOBILE  RADIOS 

Mountain  Mobile  Communications  Ltd. 


MUD  PIT  LEVEL  INDICATORS 

Pason  Well  Services  Ltd. 

MUD  PUMPS 

Mountain  Rig  & Equipment  division  of  281586  Alberta  Ltd. 
National  Oilwell  Canada  Ltd. 

Wheatley  Canada  Ltd. 

MUD  SCREENS 

Drilling  Fluids  Treatment  Systems  Inc. 

E.A.  Kutryk  Equipment  Ltd. 

Wadeco  Oilfield  Services  Ltd. 

MUD  TANKS 

Circle  T Service  & Rental  Ltd. 

Dean’s  Oilfield  Services  Ltd. 

Ducharme  Oilfield  Rentals  Ltd. 

Go-Getter  Welding  Ltd. 

Mountain  Rig  & Equipment  division  of  281586  Alberta  Ltd. 
Wadeco  Oilfield  Services  Ltd. 


MOBILE  TELEPHONE  EQUIPMENT 

Mountain  Mobile  Communications  Ltd. 

Nor’wester  Energy  Systems  Ltd. 

MODULAR  BUILDING  MANUFACTURERS 

Alta-Fab  Structures  Ltd. 

ATCO  Manufacturing  & Leasing 
C & V Portable  Accommodations  Ltd. 

GIC  Structures  Inc. 

Travco  Industrial  Housing  Limited 
Warner  Shelter  Systems  Limited 


MOTORS 

Alltra  Engineering  Services  Ltd. 

ENSCO  Canada  Inc. 

Simark  Controls  Ltd. 

MUD -MUD  ADDITIVES 

Bronco  Mud  Inc. 

Canadian  Fluid  Systems  Ltd. 

Concord  Drilling  Fluids  Ltd. 

Hollimex  Products  Ltd. 

M-l  Drilling  Fluids  Canada,  Inc. 

Milpark  Drilling  Fluids  A division  of  Baker-Hughes  Canada  Inc. 
Mudco  Services  Ltd. 

Pfizer  Canada  Inc.  Specialty  Chemicals 
Phillips  Petroleum  International  Canada  Ltd. 

Protec  Mud  Service  Limited 

MUD  LOGGING 

Bearspaw  Logging  Services  (1986)  Ltd. 

Continental  Laboratories 

MUD  MIXERS 

Axelsen  Industries  (1984)  Ltd. 

Framar  Limited 

Wadeco  Oilfield  Services  Ltd. 


MUFFLERS  - INDUSTRIAL 

Auto  Marine  Electric  Ltd. 

NATURAL  GAS  - MARKETING 

Continental  Energy  Marketing  Ltd. 

Exploration  Rock  Bits  Inc. 

NAVIGATION  & POSITIONING 

Challenger  Surveys  & Services  Ltd. 

NIPPLES  & PLUGS 

Canadian  Toolmaster  Ltd. 

Chemlube  Canada  Ltd. 

Circle  T Service  & Rental  Ltd. 

T.C.G.  Pipe  Services  Ltd. 

NITROGEN  SERVICE 
Canadian  Fracmaster  Ltd. 

Fullkote  Pipeline  Services  Inc. 

N2  Services  Ltd. 

Nowsco  Well  Service  Ltd. 

NOISE  LEVEL  MEASUREMENT  & CONTROL 

Prowest  Safety  & Environmental  Services  Ltd. 

NON-EXCLUSIVE  GEOPHYSICAL  SURVEYS 

Enertec  Geophysical  Services  Ltd. 

ODOUR  CONTROL 

Summit  Engineering  Sales  (Calgary)  Ltd. 

OFFICE  MANAGEMENT 

Petrowest  Management  Services  Ltd. 

OFFSHORE  SUPPLY  BASE 

C & V Portable  Accommodations  Ltd. 

OFFSHORE  SUPPLY  VESSELS 

Beaudril  (1987)  Limited 
Cushion  Cruiser 

OIL  & GAS  WELL  OPERATING 

Burly  Oil  Ltd. 

Jochem  Oilfield  Contractors  Ltd. 


MONITORING  SYSTEMS 

B & W Technologies  Ltd. 

Caproco  (1987)  Limited 
Nomoco  Corporation 
Nor’wester  Energy  Systems  Ltd. 

Prowest  Safety  & Environmental  Services  Ltd. 
Technical  Enterprise 
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Newalta  Corporation 
Pact  Production  Services  Ltd. 

OIL  ANALYSIS 

Chemex  Labs  Alberta  Inc. 

Chemical  & Geological  Laboratories  Inc. 

Hycal  Energy  Research  Laboratories  Ltd. 

Industra-Lube  Testing  Laboratories  Inc. 

Interior  Oil  Analytics  Ltd. 

OIL  FIELD  CONSTRUCTION 

Alcan  Pipe 

Emerald  Oilfield  Construction  Ltd. 

Fleming  Cats  (1986)  Ltd. 

Jochem  Oilfield  Contractors  Ltd. 

Mustang  Engineering  and  Construction  Limited 
Pillar  Oilfield  Projects  Ltd. 

Rice  Engineering  & Operating  Ltd. 

OIL  FIELD  CONSTRUCTION  & MAINTENANCE 
Cessco  Fabrication  & Engineering  Limited 

Delta  Catalytic  Corporation 
Jochem  Oilfield  Contractors  Ltd. 

Pillar  Oilfield  Projects  Ltd. 

Sealweld  Services 

Tartan  Transport  and  Construction  Ltd. 

OIL  FIELD  CONSTRUCTION  EQUIPMENT 

Delta  Catalytic  Corporation 
Fasco  Rentals  Ltd. 

Forest  Lease 
Harvie  Instruments  Ltd. 

OIL  FIELD  EQUIPMENT 

Abandonrite  Services  Ltd. 

Action  International  Well  Servicing  Inc. 

Alberta  Petroleum  Equipment  Co.  Ltd. 

Alco  Gas  & Oil  Production  Equipment  Ltd. 

Allied  Supplies  (Div-Wild  Rose  Oil  Industries  Ltd.) 

Apex  Machining  & Mfg. 

Armor  Machine  & Mfg.  Ltd. 

Barber  Industries  Ltd. 

Bavarian  Machine  Works  (1985)  Ltd. 

BBUFS  Machine  Tool  Co.  Ltd. 

Beta  Well  Service 

Black,  Sivalls  & Bryson  (Canada)  Limited 
Blue  Chip  Machine  Company  Limited 
Bomega  Metals  Ltd. 

Braeside  Fabricators  Inc. 

Canadian  Fracmaster  Ltd. 

Canterra  Equipment  Ltd. 

Canturn  Machine  Co.  Ltd. 

Caproco  (1987)  Limited 
Cardinal  Industrial  Electronics  Ltd. 

Carreau  Oilfield  Specialties 
Clem  Industrial  Machine  Ltd. 

C N C Proficient  Machine  Works  Limited 
Cobra  Machine  Ltd. 

Complete  Package  Technologies  Ltd. 

Devcan  Machine  & Manufacturing 
Drayton  Valley  Machine  & Welding  Ltd. 

D S M Calgary  Industries 
Durex  Steel  & Alloy  Ind.  Ltd. 

EnServ  Corporation 
Environmental  Technologies  Inc. 

E & R Machine  & Seismic  Service  Ltd. 

Exploration  Rock  Bits  Inc. 


Farr  Canada  Ltd. 

Fieldco  Manufacturing  (1975)  Ltd. 

Foothill  Steel  Foundry  Ltd. 

Fouts  Machine  & Mfg. 

Galaxy  Oilfield  Service  Ltd. 

G & B Rubber  Products  Ltd. 

Geco  Steel  Corporation  Ltd. 

Gemini  Machines  Ltd. 

Go-Getter  Welding  Ltd. 

Havon  Machine  Works  Ltd. 

Hydra  - Machine  Ltd. 

Import  Tool  Corporation  Ltd. 

Indel  Davis  Ltd. 

International  Oilfield  Equipment  Brokers  Ltd. 

Kwestor  Enterprises  Limited 
Maloney  Steel  Ltd. 

McKinney  Machine  Co.  Ltd. 

Midfield  Supply  Ltd. 

Milco  Machining  & Manufacturing 

Mountain  Rig  & Equipment  division  of  281586  Alberta  Ltd. 

Movac  Inc. 

Nisku  Rig  Repair 
Nowsco  Well  Service  Ltd. 

Nusco  Manufacturing  & Supply  Ltd. 

Parker’s  Machine  Shop  (1976)  Ltd. 

P C L Industrial  Constructors  Fabrication  Inc. 

Plainsman  Mfg.  Ltd. 

Priority  Projects  Ltd. 

Process  Industries  Inc. 

RUFFNECK  Heaters 
Rialta  Supply  Ltd. 

Rig  Service  Equipment  Ltd. 

Rushton  Gas  & Oil  Equipment  Ltd. 

Sea/Land  Testing  Ltd. 

Sealweld  Services 

Shafco  Blowout  Prevention  Ltd. 

Shearer  Supply  Ltd. 

Stan’s  Power  Tong  Service  Co.  Ltd. 

String  Machine  & Welding  Ltd. 

Thermo  Design  Engineering  Ltd. 

Top-co  Industries  Ltd. 

United  Resource  Safety  Ltd. 

Vapor  Tech  Systems 

Wabash  Oilfield  Services  Div.  of  264333 

Weltec  Oilfield  Specialties,  Inc. 

Wheatley  Canada  Ltd. 

Wynn  Machine  & Manufacturing  Ltd. 

OIL  FIELD  FIREFIGHTERS 

Covell  Fire  Fighting  Ltd. 

Prowest  Safety  & Environmental  Services  Ltd. 

Red  Flame  Oil  Well  Fire  Fighters  & Blowout  Specialists  Ltd. 

OIL  FIELD  HAULING 

Emerald  Oilfield  Construction  Ltd. 

Kam’s  Sand  Coating  Ltd. 

Milcorp  Industries  Limited 

Miller  Oilfield  Hauling  A Division  of  Milcorp  Industries  Limited 

OIL  FIELD  PUMPING  EQUIPMENT 

Ampscot  Equipment  Ltd. 

Galaxy  Oilfield  Service  Ltd. 

Midfield  Supply  Ltd. 

Nowsco  Well  Service  Ltd. 

Qsine  Corporation  Limited 
Triconn  Production  Systems  Ltd. 

Wheatley  Canada  Ltd. 
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OIL  FIELD  SHOP  FABRICATION 

Black,  Sivalls  & Bryson  (Canada)  Limited 
Emerald  Oilfield  Construction  Ltd. 

Industrial  Steelcraft  A division  of  Terroco  Industries  Ltd. 
Maloney  Steel  Ltd. 

Pillar  Oilfield  Projects  Ltd. 

Process  Industries  Inc. 

Rialta  Supply  Ltd. 

Wells  Hall  Fabrication  & Construction  Ltd. 

Wheatley  Canada  Ltd. 

OIL  FIELD  SPECIALTIES 

Erichsen,  A GH  Bettis  Company 
Galaxy  Oilfield  Service  Ltd. 

Harvie  Instruments  Ltd. 

Petrolite  Canada  Inc.-Tretolite  Division 
Qsine  Corporation  Limited 
Sealweld  Services 
Taber  Solids  Control  Ltd. 

United  Resource  Safety  Ltd. 

Welchem  Canada  Ltd. 

OIL  FIELD  SUMP  TREATMENT 

Allied  Colloids  (Canada)  Inc. 

OIL  FIELD  SUPPLIES 

Auto  Marine  Electric  Ltd. 

B.W.  Rig  Repair  & Supply 
Cardium  Tool  Services  Inc. 

Chemlube  Canada  Ltd. 

Durex  Steel  & Alloy  Ind.  Ltd. 

Galaxy  Oilfield  Service  Ltd. 

Jet-Lube  of  Canada  Ltd. 

Karnin  Machine  Company 

Mountain  Rig  & Equipment  division  of  281586  Alberta  Ltd. 
Nusco  Manufacturing  & Supply  Ltd. 

Shafco  Blowout  Prevention  Ltd. 

Shearer  Supply  Ltd. 

T.I.L.  A Division  of  Terroco  Industries  Ltd. 

Weltec  Oilfield  Specialties,  Inc. 

OIL  FIELD  WASTE  DISPOSAL 

CENTENNIAL  Petroleum  Company  Ltd. 

Central  Treating  Ltd. 

Nalcan  Oilfield  Disposal  Ltd. 

Newalta  Corporation 

Rene’s  Instrumentation  and  Compressor  Services  Ltd. 
Wadeco  Oilfield  Services  Ltd. 

OIL  FIELD  WASTE  TREATMENT 

Allied  Colloids  (Canada)  Inc. 

Ceda-Reactor  Ltd. 

Central  Treating  Ltd. 

Kiseki  Oilfield  Inc. 

E.A.  Kutryk  Equipment  Ltd. 

Nalcan  Oilfield  Disposal  Ltd. 

Newalta  Corporation 

Rene’s  Instrumentation  and  Compressor  Services  Ltd. 
Wadeco  Oilfield  Services  Ltd. 

Wearmouth  Waste-Tech 

OIL  FILTER  UNITS 

Auto  Marine  Electric  Ltd. 

E.A.  Kutryk  Equipment  Ltd. 

Variperm  (Canada)  Limited 


OIL  SPILL  CONTROL  EQUIP.  & SERVICE 

Ceda-Reactor  Ltd. 

Coveil  Fire  Fighting  Ltd. 

Envirotech  Nisku  Inc. 

Kiseki  Oilfield  Inc. 

OIL  SPILL  PREVENTION  EQUIPMENT 

Milepost  Oilfield  Services  Ltd. 

OIL  STORAGE 

Enviro-Tec  Inc. 

OIL  WELL  CEMENTING 

Abandonrite  Services  Ltd. 

Nowsco  Well  Service  Ltd. 

Slurry  Cementers  Ltd. 

Top-co  Industries  Ltd. 

OIL  WELL  CHEMICAL  SERVICES 

Petrolite  Canada  Inc.-Tretolite  Division 
Pfizer  Canada  Inc.  Specialty  Chemicals 
Phillips  Petroleum  International  Canada  Ltd. 
Welchem  Canada  Ltd. 

OIL  WELL  DIRECTIONAL  DRILLING 

ATCO  Drilling 
Computalog  Ltd. 


OIL  WELL  DRILLING  CONTRACTORS 

ATCO  Drilling 
Beaudril  (1987)  Limited 
Brelco  Drilling  Ltd. 

Cactus  Drilling 
Camaro  Drilling  Ltd. 

Can-Tex  Drilling  & Exploration  Ltd. 

Centennial  Drilling  Ltd. 

Champion  Drilling  Ltd. 

Command  Drilling  Ltd. 

Derrick  Drilling  Ltd. 

Double  Eagle  Drilling  Ltd. 

Jade  Drilling  Ltd. 

Jomax  Drilling  (1988)  Ltd. 

Kenting  Hi-Tower  Drilling 
Leross  Drilling  Ltd. 

Leross  Oilfield  Service  International  Ltd. 

Nabors  Drilling  Limited 
Phelps  Drilling  International  Ltd. 

Precision  Drilling  (1987)  Ltd. 

Sedco  Drilling 
Simmons  Group  Inc. 

Terroco  Drilling  Ltd. 

Tri-City  Drilling  (1968)  Ltd. 

OIL  WELL  DRILLING  EQUIPMENT 

Alberta  Petroleum  Equipment  Co.  Ltd. 

Almac  Machine  Works  Ltd. 

ATCO  Drilling 

Circle  T Service  & Rental  Ltd. 

Control  Drilling  Service  (1987)  Ltd. 

Ducharme  Oilfield  Rentals  Ltd. 

EnServ  Corporation 
Exploration  Rock  Bits  Inc. 

Leross  Oilfield  Service  Ltd. 

Lynx  Tool  Company  Ltd. 

Mountain  Rig  & Equipment  division  of  281586  Alberta  Ltd. 
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North  Atlantic  Machinery  Malibu  Engineering  Ltd. 

Top-co  Industries  Ltd.  Spectrum  2000  Mindware  Ltd. 


OIL  WELL  EQUIPMENT  & SUPPLIES 

Bonnett’s  Wireline  Services  Ltd. 

Cardinal  Industrial  Electronics  Ltd. 

Carreau  Oilfield  Specialties 
Chemlube  Canada  Ltd. 

Dover  Corporation  (Canada)  Limited  Alberta  Oil  Tool  Division 
Exploration  Rock  Bits  Inc. 

Galaxy  Oilfield  Service  Ltd. 

Interlock  Technologies  Limited 
Jet-Lube  of  Canada  Ltd. 

Leross  Oilfield  Service  Ltd. 

Maloney  Steel  Ltd. 

Master  Flo  Valve  Inc. 

Midfield  Supply  Ltd. 

Mountain  Rig  & Equipment  division  of  281586  Alberta  Ltd. 
Northwest  Pipe  & Supply  Co.  Ltd. 

Nowsco  Well  Service  Ltd. 

Otis  Engineering 
Stream-Flo  Industries  Ltd. 

Tega  Oilfield  Supply 
T I W Canada  Ltd.Top-co  Industries  Ltd. 

Toran  Power  Equipment  Sales  & Rentals  Ltd. 

Weltec  - Alan  Industries  Inc. 

Weltec  Oilfield  Specialties,  Inc. 

Wheatley  Canada  Ltd. 


OIL  WELL  FISHING  TOOLS 

Flomco  International  Ltd. 

Northwell  Rentals  Ltd. 

OIL  WELL  FRACTURING 

Coveil  Fire  Fighting  Ltd. 

M.W.  Hagel  Consulting  Ltd. 

Nowsco  Well  Service  Ltd. 

Servo-Dynamics,  Inc. 

Tam  International  Oil  Services  Ltd. 

OIL  WELL  FRACTURING  - MONITORING 

M.W.  Hagel  Consulting  Ltd. 

OIL  WELL  LOG  DIGITIZING 

Riley’s  Datashare  International  Ltd. 

Spectrum  2000  Mindware  Ltd. 

OIL  WELL  LOG  LIBRARIES 

Riley’s  Datashare  International  Ltd. 

OIL  WELL  LOGGING  & PERFORATING 

Atlas  Wireline  Services 
Canadian  Perforators  Ltd. 

Computalog  Ltd. 

Heartland  Perforating  Services  Ltd. 

Jet  Perforators  Inc. 

Matt's  Manufacturing  Ltd. 

Roke  Oil  Enterprises  Ltd. 

Sunburst  Perforating  Services  Ltd. 

OIL  WELL  MUD  ANALYSIS 

M-l  Drilling  Fluids  Canada,  Inc. 


OIL  WELL  SERVICING 

Action  International  Wei!  Servicing  Inc. 

Beta  Well  Service 
Cardium  Tool  Services  Inc. 

Cenalta  Oilwell  Servicing  Ltd. 

Duke  Wei!  Servicing  Ltd. 

Grizzly  Ledcor  Well  Servicing  Limited 
Grizzly  Well  Servicing  (Grand  Centre)  Ltd. 
Hydrotestors  Canada  Limited 
Jochem  Oilfield  Contractors  Ltd. 

Leyen  Oilwell  Servicing  Ltd. 

Nowsco  Well  Service  Ltd. 

Petro  Well  Servicing 
Poncho  Well  Servicing  Ltd. 

Round-Up  Well  Servicing  Inc. 

Stingray  Service  Rigs 
Stingray  Swabbing  Ltd. 

Tam  International  Oil  Services  Ltd. 

OIL  WELL  WELLHEAD  MANUFACTURERS 

Barber  Industries  Ltd. 

Galaxy  Oilfield  Service  Ltd. 

Stream-Flo  Industries  Ltd. 

Walker  Steel  Corporation 

OIL  WELL  WIRE  LINE  SERVICES 

Atlas  Wireline  Services 
Bonnett’s  Wireline  Services  Ltd. 

Computalog  Ltd. 

Flomco  International  Ltd. 

KMK  Wireline  Services  Ltd. 

Opsco  Industries  Ltd. 

Otis  Engineering 
Wire  Rope  Industries  Ltd. 

PACKERS 

Canadian  Toolmaster  Ltd. 

Cardium  Tool  Services  Inc. 

Drummond  Transportation  Services  Ltd. 
F.A.C.T.S.  Oil  Tools  Ltd. 

Guiberson  Division,  Dresser  Canada,  Inc. 

Hangweli  Coil  Tubing  Services  Ltd. 

Otis  Engineering 

Tam  International  Oil  Services  Ltd. 

Variperm  (Canada)  Limited 

PACKERS  - TREATING 

Canadian  Toolmaster  Ltd. 

Cardium  Tool  Services  Inc. 

F.A.C.T.S.  Oil  Tools  Ltd. 

Guiberson  Division,  Dresser  Canada,  Inc. 

Tam  International  Oil  Services  Ltd. 

Variperm  (Canada)  Limited 

PACKING  MATERIALS  - MECHANICAL 

Nutter  Engineering 

PAINT 

LTV  Energy  Products  Company  Limited 
WOT  Oilfield  Services  Ltd. 


OIL  WELL  RESERVOIR  ANALYSIS  PAINT  SPRAY  EQUIPMENT 

Diagnostic  Engineering  Inc.  Fasco  Rentals  Ltd. 

Polyquip  of  Canada  Ltd. 
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PARAFFIN  CLEANING  SERVICE 

Alberta  Treating  Chemicals  Ltd. 

Dean’s  Oilfield  Services  Ltd. 

Kiseki  Oilfield  Inc. 

Welchem  Canada  Ltd. 

PARAFFIN  SCRAPERS 

Otis  Engineering 
Stream-Flo  Industries  Ltd. 

PAYROLL  SERVICES 

Petrowest  Management  Services  Ltd. 

PERFORATING 

Bonnett’s  Wireline  Services  Ltd. 

Canadian  Perforators  Ltd. 

Computalog  Ltd. 

Guiberson  Division,  Dresser  Canada,  Inc. 

Plains  Perforating  Ltd. 

Sunburst  Perforating  Services  Ltd. 

Weissenborn  Oil  Tool  Inc. 

Wemas  Metal  Products 

PERFORMANCE  ANALYSIS 

Right  Associates 

PERSONNEL  SERVICES 

Action  International  Well  Servicing  Inc. 

BRI  Consulting  Group  Ltd. 

Capital  Executive  Recruitment  Ltd. 

The  Design  Group  Staffing  Services  Inc. 

Leross  Oilfield  Service  International  Ltd. 

Petrowest  Management  Services  Ltd. 

Right  Associates 
Lloyd  Wilson  Techskil  Ltd. 

PHOTOGRAPHY,  INDUSTRIAL 

Geodesy  Remote  Sensing  Inc. 

Orhan’s  Micrographics  & Photomapping  Inc 
Sky  View  Enterprises  Ltd. 

PIG  DETECTORS 

Fullkote  Pipeline  Services  Inc. 

Pipetech  Corporation  Ltd. 

PIGGING  EQUIPMENT 

Alco  Gas  & Oil  Production  Equipment  Ltd. 

Chandler  Industrial  Sales  Ltd. 

Cherco-Barber  Ltd. 

Fullkote  Pipeline  Services  Inc. 

Maloney  Steel  Ltd. 

Pipetech  Corporation  Ltd. 

PIGS 

Fullkote  Pipeline  Services  Inc. 

LTV  Energy  Products  Company  Limited 
Pipetech  Corporation  Ltd. 

PILE  DRIVING 

DFI-Division  of  Dave  Freeland  Transport 
North  American  Construction  Group 

PILOT  PLANT  DESIGN  - CONSTRUCTION 

Delta  Catalytic  Corporation 
Lloyd  Wilson  Techskil  Ltd. 

Thermo  Design  Engineering  Ltd. 


PIPE 

Columbia  Oilfield  Supply  Ltd. 

C.W.  Carry  Ltd. 

Homco  International  Ltd. 

Industrial  Steelcraft  A division  of  Terroco  Industries  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Northwest  Pipe  & Supply  Co.  Ltd. 

Nusco  Manufacturing  & Supply  Ltd. 

Prudential  Steel  Ltd. 

PIPE  & CABLE  LOCATION-SERVICES  & SUPPLIES 

Alberta  Hydro  Trenching  Ltd. 

PIPE  - ABRASION  RESISTANT 

Indutech  Canada  Limited 
Prudential  Steel  Ltd. 

PIPE  - FIBREGLASS 

LTV  Energy  Products  Company  Limited 
Midfield  Supply  Ltd. 

Scepter  Manufacturing  Co.  Ltd. 

PIPE -LINERS 

Fullkote  Pipeline  Services  Inc. 

Guardian-Hyalog  Oilfield  Services 
Sentry  Piping  Systems  Inc. 

Shaw  Pipe  Protection 

PIPE  - PLASTIC 

Milcorp  Industries  Limited 
Polytubes  (West)  Inc. 

Rice  Engineering  & Operating  Ltd. 

Scepter  Manufacturing  Co.  Ltd. 

Sentry  Piping  Systems  Inc. 

PIPE  - PLASTIC  LINED 

Rice  Engineering  & Operating  Ltd. 

PIPE  - POLYETHYLENE 

Can-Con  Gas  Services  Ltd. 

Polytubes  (West)  Inc. 

Sentry  Piping  Systems  Inc. 

PIPE  - RACKS 

Circle  T Service  & Rental  Ltd. 

Quality  Fabricating  & Supply  Limited 

PIPE  - SPECIALTY  CONNECTORS 

Interlock  Technologies  Limited 

PIPE  - STAINLESS  STEEL 

Stelco  Steel 

PIPE  - STORAGE 

Milcorp  Industries  Limited 

Miller  Oilfield  Hauling  A Division  of  Milcorp  Industries  Limited 

PIPE  - STRAIGHTENING 

Alcan  Pipe 

Guardian-Hyalog  Oilfield  Sen/ices 
Milcorp  Industries  Limited 
Superior  Inspection  Services 
A Division  of  Milcorp  Industries  Limited 

PIPE  BENDING  & FABRICATING 

Cessco  Fabrication  & Engineering  Limited 
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Chandler  Industrial  Sales  Ltd 
Indutech  Canada  Limited 
G.C.  McCaffrey  & Associates  Ltd. 

PIPE  BENDING  EQUIPMENT 

C R C Evans  Canada  Ltd. 

PIPE  CLEANING 

Fullkote  Pipeline  Services  Inc. 

Guardian-Hyalog  Oilfield  Services 

Hydrotestors  Canada  Limited 

Masterkote  A Division  of  Milcorp  Industries  Limited 

Milcorp  Industries  Limited 

Sentry  Piping  Systems  Inc. 

Superior  Inspection  Services 
A Division  of  Milcorp  Industries  Limited 

PIPE  COATINGS 

Fullkote  Pipeline  Services  Inc. 

Maritime  Steel  Rolling  Ltd. 

Masterkote  A Division  of  Milcorp  Industries  Limited 
Nusco  Manufacturing  & Supply  Ltd. 

Shaw  Pipe  Protection 

PIPE  FITTINGS 

Ability  Industrial  Supply  Co.  Ltd. 

Almac  Machine  Works  Ltd. 

Chandler  Industrial  Sales  Ltd. 

Columbia  Oilfield  Supply  Ltd. 

Dover  Corporation  (Canada)  Limited  Alberta  Oil  Tool  Division 
Galaxy  Oilfield  Service  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Nusco  Manufacturing  & Supply  Ltd. 

M.A.  Stewart  & Sons  Ltd. 

T.I.L.  A Division  of  Terroco  Industries  Ltd. 

T I W Canada  Ltd. 

Western  Welding  Inc. 

PIPE  FITTINGS  - POLYETHYLENE 

Can-Con  Gas  Services  Ltd. 

Sentry  Piping  Systems  Inc. 

PIPE  HANGERS 

Chandler  Industrial  Sales  Ltd. 

Quality  Fabricating  & Supply  Limited 

PIPE  INSPECTION 

Fullkote  Pipeline  Services  Inc. 

Guardian-Hyalog  Oilfield  Services 
Image  Inspection  Services  Ltd. 

Milcorp  Industries  Limited 
Rivest  Bros.  Enterprises  (1977)  Ltd. 

Superior  Inspection  Services 
A Division  of  Milcorp  Industries  Limited 
Western  Instruments  Inc. 

Western  N.D.T. 

PIPE  INSULATION  CONTRACTING  & DISTRIBUTION 

Fuller  Austin  Insulation  Inc. 

Fuller  Bartells  Distribution 
Sentry  Piping  Systems  Inc. 

PIPE  THREADING 

Century  Sales  & Service  Limited 
Chase  Manufacturing  Inc. 

Guardian-Hyalog  Oilfield  Services 


Interlock  Technologies  Limited 
Lynx  Tool  Company  Ltd. 

PIPE  WRAPPING  SUPPLIES 

Caproco  (1987)  Limited 

PIPELINE  CONSTRUCTION 

Alcan  Pipe 

Mustang  Engineering  and  Construction  Limited 
North  American  Construction  Group 
Tartan  Transport  and  Construction  Ltd. 

W F C Industries  Ltd. 

PIPELINE  CORROSION  INSPECTION 

Atlas  Wireline  Services 
Fullkote  Pipeline  Services  Inc. 

Heartland  Perforating  Services  Ltd. 

Western  Instruments  Inc. 

PIPELINE  EQUIPMENT 

Garneau  Pipeline  International  Ltd. 

Petrol  Welding  (1986)  Ltd. 

Pipetech  Corporation  Ltd. 

Rice  Engineering  & Operating  Ltd. 

Sealweld  Corporation  Ltd. 

PIPELINE  INSPECTION 

Fullkote  Pipeline  Services  Inc. 

Heartland  Perforating  Services  Ltd. 

Image  Inspection  Services  Ltd. 

Rivest  Bros.  Enterprises  (1977)  Ltd. 
Underwater  Specialists  Ltd. 

Western  Instruments  Inc. 

Western  Oilfield  Environmental  Services  Ltd. 

PIPELINE  REPAIRING 

Alcan  Pipe 
Sealweld  Services 
Sentry  Piping  Systems  Inc. 

PIPELINE  STRINGING 

Alcan  Pipe 

Horizon  Transport  Ltd. 

PIPELINE  TESTING 

Alcan  Pipe 

Canadian  Air  Drilling  Ltd. 

Dean’s  Oilfield  Services  Ltd. 

Fullkote  Pipeline  Services  Inc. 

Harvie  Instruments  Ltd. 

Rivest  Bros.  Enterprises  (1977)  Ltd. 

Western  Instruments  Inc. 

PLANT  MAINTENANCE 

Beta  Machinery  Analysis  Ltd. 

Bouchard  Electric  Ltd. 

Chinook  Industrial  Ltd. 

Emerald  Oilfield  Construction  Ltd. 

Sealweld  Services 

Tartan  Transport  and  Construction  Ltd. 

PLASTIC  TUBING 

Edmonton  Tube  Sales  Ltd. 

PLATING 

Moore’s  Engine  Professionals  Ltd. 
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POLLUTION  CONTROL  CHEMICALS 

Prowest  Safety  & Environmental  Services  Ltd. 

Red  Wing  Tool  Co.  Ltd. 

Rene’s  Instrumentation  and  Compressor  Services  Ltd. 

POWER  SUPPLIES 

Alltra  Engineering  Services  Ltd. 

CB  Engineering  Ltd. 

Cardinal  Industrial  Electronics  Ltd. 

Mountain  Mobile  Communications  Ltd. 

POWER  TONGS 

Alberta  Petroleum  Equipment  Co.  Ltd. 

B.G.  Spin-Tech  Inc. 

Carreau  Oilfield  Specialties 
Farr  Canada  Ltd. 

Northwell  Rentals  Ltd. 

Rig  Service  Equipment  Ltd. 

Shamrock  Oilfield  Specialties  Ltd. 

Stan’s  Power  Tong  Service  Co.  Ltd. 

Tongco  Sales  & Services  Ltd. 

Toran  Power  Equipment  Sales  & Rentals  Ltd. 

Varco  BJ  Oil  Tools 

Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

POWER  TRANSMISSION  EQUIPMENT 

Cidco  Industrial  Supplies  Ltd. 

Commercial  Bearing  Service  (1966)  Ltd. 


PREDICTIVE  MAINTENANCE  SERVICES 

Beta  Machinery  Analysis  Ltd. 

Rivest  Bros.  Enterprises  (1977)  Ltd. 

Sealweld  Services 

PREMIUM  TUBULARS 

Interlock  Technologies  Limited 
Prudential  Steel  Ltd. 

Vam  Premium  Connections  Limited 

PRESSURE  CONTROLS 

Alberta  Governor  Service  Ltd. 

Axelson  Canada  Inc. 

Bonnett’s  Wireline  Services  Ltd. 

Chemlube  Canada  Ltd. 

Otis  Engineering 

PRESSURE  GAUGES 

Bonnett’s  Wireline  Services  Ltd. 

CB  Engineering  Ltd. 

Coastal  Instruments  Ltd. 

Control  Drilling  Service  (1987)  Ltd. 

CPW  Valve  & Instrument  Co.  Ltd. 

Dycor  Industrial  Research  Ltd. 

Harvie  Instruments  Ltd. 

Z.l.  Probes  Inc. 

PRESSURE  RELIEF  DEVICES 

Tega  Oilfield  Supply 
Valgro  Ltd. 

PRESSURE  SWITCHES 

Axelson  Canada  Inc. 

Cantech  Controls  Division  of  Cantech  Corporation 
Erichsen,  A GH  Bettis  Company 


PRESSURE  TESTING 

Arinah  Services  Ltd. 

Key  Oilfield  Rentals  Limited 

Pretec  Wireline  & Production  Testing  Services  Inc. 

Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

Z.l.  Probes  Inc. 

PRESSURE  VALVES 

Dean’s  Oilfield  Services  Ltd. 

Lynx  Tool  Company  Ltd. 

Weltec  Oilfield  Specialties,  Inc. 

PRESSURE  VESSELS 

Advance  Engineered  Products  Ltd. 

Alco  Gas  & Oil  Production  Equipment  Ltd. 

Barber  Industries  Ltd. 

Black,  Sivalls  & Bryson  (Canada)  Limited 
Braeside  Fabricators  Inc. 

Brimstone  Furnace  Works  Ltd.  Boiler  Division 
Canadian  Erectors  Limited  TIW  Western  Division 
Cessco  Fabrication  & Engineering  Limited 
Chandler  Industrial  Sales  Ltd. 

Cherco-Barber  Ltd. 

Dacro  Industries  Ltd. 

Horton  C B I,  Limited 
Larsen  & D’Amico  Mfg.  Ltd. 

Liberty  Boilers  & Mechanical  Services  Inc. 
Mactronic  Ltd. 

Maloney  Steel  Ltd. 

Norward  Energy  Services  Corp. 

Pretec  Wireline  & Production  Testing  Services  Inc. 
Priority  Projects  Ltd. 

R J V Gas  Field  Service  Ltd. 

Thermo  Design  Engineering  Ltd. 

Wei-Can  Welding  & Fabrication  Ltd. 

Wells  Hall  Fabrication  & Construction  Ltd. 

White  Ram  Oilfield  Services  Ltd. 

PRINTERS  & LITHOGRAPHERS 

1-Dent  Decals  Ltd. 

Orhan’s  Micrographics  & Photomapping  Inc 

PROCESS  SYSTEMS 

Alco  Gas  & Oil  Production  Equipment  Ltd. 

Cherco-Barber  Ltd. 

A.  Comeau  & Associates  Ltd. 

Cord  Projects  Ltd. 

Maloney  Steel  Ltd. 

Valmet  Automation 

PROCUREMENT  SERVICES 

Delta  Catalytic  Corporation 
EXTEX,  A Full  Services  Consulting  Network 
Procurement  Dynamics  Consulting 
SNC  Partec  Inc. 

PRODUCTION  COMPUTER  SYSTEMS 

A.  Comeau  & Associates  Ltd. 

Digitech  Information  Services  Ltd. 

PRODUCTION  EQUIPMENT  - WELLHEAD 

Galaxy  Oilfield  Service  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

LTV  Energy  Products  Company  Limited 

Maloney  Steel  Ltd. 

Midfield  Supply  Ltd. 
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Northwest  Pipe  & Supply  Co.  Ltd. 

Opsco  Industries  Ltd. 

Process  Industries  Inc. 

Propak  Systems  Ltd. 

Stream-Flo  Industries  Ltd. 

Wells  Hall  Fabrication  & Construction  Ltd. 
Weltec  - Alan  Industries  Inc. 

Weltec  Oilfield  Specialties,  Inc. 

PRODUCTION  MANAGEMENT 

BRI  Consulting  Group  Ltd. 

A.  Comeau  & Associates  Ltd. 

EXTEX,  A Full  Services  Consulting  Network 
Paladin  Projects  International  Ltd. 

PRODUCTION  OPTIMIZATION 

Contract  Log  Analysis  Ltd. 

Diagnostic  Engineering  Inc. 

Paladin  Projects  International  Ltd. 

Qsine  Corporation  Limited 
Seidlitz  Engineering  Ltd. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

PRODUCTION  TANK  RENTAL 

Canadian  Hydrex  Limited 
Norward  Energy  Services  Corp. 

Priority  Projects  Ltd. 

PROGRAMMABLE  CONTROLLERS 

Micrologic  Limited 
Speedco  Drives  Ltd. 

PROJECT  MANAGEMENT 

Beaudril  (1987)  Limited 
Codeco  Engineering  Ltd. 

Delta  Catalytic  Corporation 

EXTEX,  A Full  Services  Consulting  Network 

M.W.  Hagel  Consulting  Ltd. 

Monenco  Consultants  Limited 
Novacorp  International  Consulting  Inc. 

Paladin  Projects  International  Ltd. 

Pillar  Oilfield  Projects  Ltd. 

Seidlitz  Engineering  Ltd. 

SNC  Partec  Inc. 

United  Resource  Safety  Ltd. 

Volker  Stevin  Offshore  Canada  Inc. 

Western  Oilfield  Environmental  Services  Ltd. 
Lloyd  Wilson  Techskil  Ltd. 

PROPANE -BULK  FUEL 

Premier  Propane  Inc. 

PUBLICATIONS 

Canadian  Oil  Register 
Daily  Oil  Bulletin 
Energy  Analects 
Energy  in  Canada 

Nickle’s  Oil  and  Gas  Statistics  Quarterly 
World  Energy  News  Landex  Property  Directory 

PUMP  JACK  BASES 

H.  Ganske  Welding  Ltd. 

Kam’s  Sand  Coating  Ltd. 

R K Machine  Shop 
Taro  Industries  Ltd. 


PUMPING  EQUIPMENT 

Auto  Marine  Electric  Ltd. 

Ceda-Reactor  Ltd. 

National  Oilwell  Canada  Ltd. 

Nowsco  Well  Service  Ltd. 

Qsine  Corporation  Limited 
Reda  Pump  Limited 
Redmont  Equipment  Inc. 

Thuro  Services  (Western)  Ltd. 

Wheatley  Canada  Ltd. 

Wilron  Equipment  Ltd. 

PUMPING  UNITS 

Abandonrite  Services  Ltd. 

Canadian  Hydrex  Limited 

LTV  Energy  Products  Company  Limited 

Triconn  Production  Systems  Ltd. 

Wilron  Equipment  Ltd. 

PUMPING  UNITS -USED 

International  Oilfield  Equipment  Brokers  Ltd. 
Northwest  Pipe  & Supply  Co.  Ltd. 

Redmont  Equipment  Inc. 

Triconn  Production  Systems  Ltd. 

PUMPING  UNITS  SERVICE 

Triconn  Production  Systems  Ltd. 

PUMPS  - AIR  OPERATED  DIAPHRAGM 

Renown  Industries  Ltd. 

Wilron  Equipment  Ltd. 

PUMPS  - BOTTOM  HOLE 

Axelson  Canada  Inc. 

Harbison-Fischer  Canada  Ltd. 

Pembina  Pump  Ltd. 

Quinn’s  Oilfield  Supply  Ltd. 

PUMPS -CENTRIFUGAL 

Centrilift  A Division  of  Baker-Hughes  Canada  Inc. 

Framar  Limited 

Mac-Chem  Industries  Limited 

Polyquip  of  Canada  Ltd. 

Reda  Pump  Limited 
Renown  Industries  Ltd. 

Stowell  Enterprises 

T.I.L.  A Division  of  Terroco  Industries  Ltd. 

Varco  BJ  Oil  Tools 
Wilron  Equipment  Ltd. 

PUMPS -CHEMICAL 

Jiro  Oilfield  Supply  Ltd. 

Parval  Equipment  Ltd. 

Renown  Industries  Ltd. 

Westhaven  Chemicals  Ltd. 

Wilron  Equipment  Ltd. 

PUMPS  - PLUNGER  LIFT 

Fluid  Lift  Systems  Inc. 

Harbison-Fischer  Canada  Ltd. 

National  Oilwell  Canada  Ltd. 

Otis  Engineering 

PUMPS  - RECIPROCATING 

Redmont  Equipment  Inc. 
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Thuro  Services  (Western)  Ltd. 

Wilron  Equipment  Ltd. 

PUMPS  - ROTARY 

Bowie  Pumps  of  Canada  Ltd. 

Renown  Industries  Ltd. 

Rice  Engineering  & Operating  Ltd. 

T.I.L.  A Division  of  Terroco  Industries  Ltd. 

Wilron  Equipment  Ltd. 

PUMPS  - SALES,  SERVICE  & RENTALS 

Almac  Machine  Works  Ltd. 

Bowie  Pumps  of  Canada  Ltd. 

Certified  Rentals  Ltd. 

Chinook  Industrial  Ltd. 

Fasco  Rentals  Ltd. 

Flo-Skid  Manufacturing  Inc. 

Ketek  Industries  Ltd. 

Reda  Pump  Limited 
Stowell  Enterprises 
Thuro  Services  (Western)  Ltd. 

Triconn  Production  Systems  Ltd. 

Wadeco  Oilfield  Services  Ltd. 

Wheatley  Canada  Ltd. 

Wilron  Equipment  Ltd. 

PUMPS -SLURRY 

Framar  Limited 

Rostel  Industries  Division  of  Taro  Ind. 

Wilron  Equipment  Ltd. 

PUMPS -SUBSURFACE 

Guiberson  Division,  Dresser  Canada,  Inc. 

Quinn’s  Oilfield  Supply  Ltd. 

Reda  Pump  Limited 
Wilron  Equipment  Ltd. 

RADIO  COMMUNICATION  EQUIP.  & SYSTEMS 

AGT  Private  Mobile  Systems 

Dawson  Engineering  and  Communications  Inc. 
Mountain  Mobile  Communications  Ltd. 

Nor’wester  Energy  Systems  Ltd. 

United  Resource  Safety  Ltd. 

RADIO  COMMUNICATION  TOWERS 

AGT  Private  Mobile  Systems 

Mountain  Mobile  Communications  Ltd. 

United  Resource  Safety  Ltd. 

RADIO  OPERATORS/WEATHER  OBSERVERS 

Griffith  Oil  Tool  Ltd.  A Div.  of  Dreco  Group 

RADIOACTIVE  TRACERS 

Ankha  Nuclear  Industries  (Canada)  Inc. 

Plains  Perforating  Ltd. 

RATHOLE  DRILLING 

Exploration  Rock  Bits  Inc. 

RATHOLE  DRILLING  CONDUCTOR  SERVICE 

Exploration  Rock  Bits  Inc. 

REAMERS 

Ducharme  Oilfield  Rentals  Ltd. 

Far  North  Rental  Services  Ltd. 

Lynx  Tool  Company  Ltd. 


Smith  Internationa!  Canada,  Ltd. 

RECLAIMING  PLANTS 

Newalta  Corporation 

Rene’s  Instrumentation  and  Compressor  Services  Ltd. 

RECORD  STORAGE 

Riley’s  Datashare  International  Ltd. 

Tippet  Richardson  Limited 

RECORDERS  - TEMPERATURE 

Sunada  Tech  Inc. 

Z.l.  Probes  Inc. 

RECORDING  INSTRUMENTS-INDUSTRIAL 
& SCIENTIFIC 

Ability  Industrial  Supply  Co.  Ltd. 

CB  Engineering  Ltd. 

Dycor  industrial  Research  Ltd. 

Foothills  Industrial  Products  (1988)  Ltd. 

Harvie  Instruments  Ltd. 

McAllister  Petroleum  Services  Ltd. 

Micrologic  Limited 

RECYCLING  SERVICES 

Rene’s  Instrumentation  and  Compressor  Services  Ltd. 

REFINERY  CONSTRUCTION,  MAINTENANCE 

Delta  Catalytic  Corporation 
Horton  C B I,  Limited 
Sealweld  Corporation  Ltd. 

Sealweld  Services 

REFINERY  EQUIPMENT 

Chinook  Industrial  Ltd. 

Foothills  Industrial  Products  (1988)  Ltd. 

Nutter  Engineering 
Propak  Systems  Ltd. 

REFRIGERATION 

Maloney  Steel  Ltd. 

Propak  Systems  Ltd. 

REGULATORS 

Flo-Crest  Equipment  Alberta  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Wheatley  Canada  Ltd. 

REGULATORS  - ELECTRICAL 

Jackson  Power  & Electric  Ltd. 

REGULATORS  - PRESSURE 

Brimstone  Furnace  Works  Ltd.  Boiler  Division 
Carreau  Oilfield  Specialties 
Muis  Controls  Ltd. 

Tega  Oilfield  Supply 
Valgro  Ltd. 

Weltec  - Alan  Industries  Inc. 

RELIEF  VALVES 

Alberta  Safety  Valve  Ltd. 

Arinah  Services  Ltd. 

Axelson  Canada  Inc. 

Brimstone  Furnace  Works  Ltd.  Boiler  Division 
Carreau  Oilfield  Specialties 
Flo-Crest  Equipment  Alberta  Ltd. 
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Tega  Oilfield  Supply 

REMOTE  SENSING 

Dawson  Engineering  and  Communications  Inc. 
Geodesy  Remote  Sensing  Inc. 

Orhan’s  Micrographics  & Photomapping  Inc 
Qsine  Corporation  Limited 

REPRODUCTIONS 

Geodesy  Remote  Sensing  Inc. 

1-Dent  Decals  Ltd. 

Orhan’s  Micrographics  & Photomapping  Inc 
West  Canadian  Graphic  Industries  (1986)  Ltd. 

REPROGRAPHICS 

Geodesy  Remote  Sensing  Inc. 

1-Dent  Decals  Ltd. 

Orhan’s  Micrographics  & Photomapping  Inc 
West  Canadian  Graphic  Industries  (1986)  Ltd. 

RESEARCH  SERVICES 

Drilling  Records 

Hycal  Energy  Research  Laboratories  Ltd. 

The  Laser  Institute 

Orhan’s  Micrographics  & Photomapping  Inc 
Qsine  Corporation  Limited 


RESERVOIR  EVALUATIONS 

Hycal  Energy  Research  Laboratories  Ltd. 

Martin  Petroleum  & Associates 
PNG  Consultants  Ltd. 

Scientific  Software  - Intercomp 

RIG  JACKING  - RIG  LEVELLING 

Abandonrite  Services  Ltd. 

RIG  MATS 

Horizon  Transport  Ltd. 

Ketek  Industries  Ltd. 

RIG  REPAIRS 

Alberta  Petroleum  Equipment  Co.  Ltd. 

Almac  Machine  Works  Ltd. 

B.W.  Rig  Repair  & Supply 

Mountain  Rig  & Equipment  division  of  281586  Alberta  Ltd. 
Rostel  Industries  Division  of  Taro  Ind. 

RIGS- WORKOVER 

Action  International  Well  Servicing  Inc. 

Addison  & Leyen  Ltd. 

Alberta  Petroleum  Equipment  Co.  Ltd. 

Beta  Well  Service 

EnServ  Corporation 

Grizzly  Ledcor  Well  Servicing  Limited 

Grizzly  Well  Servicing  (Grand  Centre)  Ltd. 

Petro  Well  Servicing 
Poncho  Well  Servicing  Ltd. 

Round-Up  Well  Servicing  Inc. 

ROD  & TUBING  SERVICE 

Shearer  Supply  Ltd. 

ROTARY  DRILLING  HEADS 

Shafco  Blowout  Prevention  Ltd. 


RUBBER  PRODUCTS 

Anderson/CP  Rubber  Division  of  Starcan  Corporation 
Auto  Marine  Electric  Ltd. 

Shafco  Blowout  Prevention  Ltd. 

Tam  International  Oil  Services  Ltd. 

RUPTURE  DISCS 

Simark  Controls  Ltd. 

SAFETY  & LOSS  CONTROL  CONSULTANTS 

ABKO  Holdings  (1977)  Ltd. 

Ankha  Nuclear  Industries  (Canada)  Inc. 

Canada  Safety  Associates 

Canada  Training  Group  Int’l 

Delta  Catalytic  Corporation 

Standard  Safety  & Consulting  Services  (1978)  Ltd. 

United  Resource  Safety  Ltd. 

Westpoint  Safety  Services  Inc. 

SAFETY  CLOTHING  CONSULTANTS 

Columbia  Oilfield  Supply  Ltd. 

Peter  Clark  Associates  Inc. 

G.C.  McCaffrey  & Associates  Ltd. 

Goodall  Rubber  Company 
Mr.  Glove  & Safety  Ltd. 

Zee  Medical  Canada,  Inc. 

SAFETY  EQUIPMENT 

Barber  Industries  Ltd. 

Century  Sales  & Service  Limited 
Columbia  Oilfield  Supply  Ltd. 

Covell  Fire  Fighting  Ltd. 

Cushion  Cruiser 
1-Dent  Decals  Ltd. 

Industrial  Case  & Light 
Jiro  Oilfield  Supply  Ltd. 

Midfield  Supply  Ltd. 

Mr.  Glove  & Safety  Ltd. 

Otis  Engineering 
Simark  Controls  Ltd. 

Standard  Safety  & Consulting  Services  (1978)  Ltd. 
United  Resource  Safety  Ltd. 

Zee  Medical  Canada,  Inc. 

SAFETY  EQUIPMENT  - FACESHIELDS 

Mr.  Glove  & Safety  Ltd. 

Zee  Medical  Canada,  Inc. 

SALVAGE  - OIL  & GAS  EQUIPMENT 

Headhunters  Diesel  Ltd. 

SAMPLERS  & SAMPLING  EQUIPMENT 

CB  Engineering  Ltd. 

Chemex  Labs  Alberta  Inc. 

Foothills  Industrial  Products  (1988)  Ltd. 

Tega  Oilfield  Supply 

SAND 

Variperm  (Canada)  Limited 

SANDBLASTING 

Fasco  Rentals  Ltd. 

GN  Corporations  Inc. 

Industrial  Steelcraft  A division  of  Terroco  Industries  Ltd. 
Masterkote  A Division  of  Milcorp  Industries  Limited 
Mocoat,  A Div.  of  MVW  Holdings  Ltd. 

WCT  Oilfield  Services  Ltd. 
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SCADA  SYSTEMS 

DATAP  Systems 
Nor’wester  Energy  Systems  Ltd. 

Willowglen  Systems  Ltd 

SCIENTIFIC  APPARATUS  & INSTRUMENT 

Dycor  Industrial  Research  Ltd. 

Harvie  Instruments  Ltd. 

Micrologic  Limited 

SCOUTING 

Townsend’s  Field  Scouting  Services  Ltd. 

SCRAPERS  - DOWNHOLE 

Cardium  Tool  Services  Inc. 

Guiberson  Division,  Dresser  Canada,  Inc. 

Hangwell  Coil  Tubing  Services  Ltd. 

J.M.  Huber  Corporation 
Northwell  Rentals  Ltd. 

Stream-Flo  Industries  Ltd. 

Variperm  (Canada)  Limited 

SCREENS  - WELL 

Cardium  Tool  Services  Inc. 

Drilling  Fluids  Treatment  Systems  Inc. 

Variperm  (Canada)  Limited 

SCRUBBERS 

Barber  Industries  Ltd. 

Dacro  Industries  Ltd. 

Dan  vie  Associates  Ltd. 

Environmental  Technologies  Inc. 

Priority  Projects  Ltd. 

White  Ram  Oilfield  Services  Ltd. 

SEALS  - MECHANICAL 

Chinook  Industrial  Ltd. 

SEALS  - O-RING 

Ability  Industrial  Supply  Co.  Ltd. 

Shafco  Blowout  Prevention  Ltd. 

SEALS  - OIL 

Commercial  Bearing  Service  (1966)  Ltd. 

SEARCH  & RECOVERY  SYSTEMS-SURFACE 

Dawson  Engineering  and  Communications  Inc. 

SECURITY  SYSTEMS 

Dawson  Engineering  and  Communications  Inc. 

SEISMIC  CLEAN-UP 

Fleming  Cats  (1986)  Ltd. 

SEISMIC  DATA  BROKERS 

Enertec  Geophysical  Services  Ltd. 

Prime  Brokerage  Consultants  Ltd. 

Western  Seismic  Exchange  Ltd. 

SEISMIC  DATA  PROCESSORS 

Atlas  Wireline  Services 
Enertec  Geophysical  Services  Ltd. 

Kelman  Seismic  Processing  Inc. 

SEISMIC  EQUIPMENT 

Almecon  Industries  Limited 


Ardco  Industries  Ltd. 

Cactus  Machine  Limited 
E & R Machine  & Seismic  Service  Ltd. 

Enertec  Geophysical  Services  Ltd. 

Hypower  Systems  Corporation 

SEISMIC  INTERPRETATION  SYSTEMS 

Atlas  Wireline  Services 
GeoGraphix,  Inc. 

GeoQuest  Systems,  Inc. 

Landmark  Graphics  Canada  Ltd. 

PNG  Consultants  Ltd. 

Walmac  Manufacturing 
Zycor  Canada 

SEISMIC  MODELLING  SYSTEMS 

Atlas  Wireline  Services 
Enertec  Geophysical  Services  Ltd. 

GeoQuest  Systems,  Inc. 

Landmark  Graphics  Canada  Ltd. 

Zycor  Canada 

SENSORS 

Axelson  Canada  Inc. 

Bently  Nevada  Canada  Ltd. 

The  Laser  Institute 

SEPARATORS  - PRODUCTION 

Black,  Sivalls  & Bryson  (Canada)  Limited 
Canadian  Hydrex  Limited 
Cherco-Barber  Ltd. 

Dacro  Industries  Ltd. 

Flo-Skid  Manufacturing  Inc. 

International  Oilfield  Equipment  Brokers  Ltd. 
Larsen  & D’Amico  Mfg.  Ltd. 

Maloney  Steel  Ltd. 

Natco  Canada 

Northwest  Pipe  & Supply  Co.  Ltd. 

Norward  Energy  Services  Corp. 

Porta-Test  Inc. 

Priority  Projects  Ltd. 

R J V Gas  Field  Service  Ltd. 

Rialta  Supply  Ltd. 

Rushton  Gas  & Oil  Equipment  Ltd. 

Select  Oilfield  Services  Ltd. 

Testmaster  Production  Services  Ltd. 

Thermo  Design  Engineering  Ltd. 

Wells  Hall  Fabrication  & Construction  Ltd. 

SERVICE  & SUPPLY 

Ankha  Nuclear  Industries  (Canada)  Inc. 
Cardium  Tool  Services  Inc. 

Cidco  Industrial  Supplies  Ltd. 

Columbia  Oilfield  Supply  Ltd. 

Crown  Well  Servicing  Ltd. 

Drilling  Records 

Gas  & Oil  Accounting  Ltd. 

Genesis  Personnel  Management  Ltd. 
Hydrotestors  Canada  Limited 
Leross  Oilfield  Service  Ltd. 

National  Oilwell  Canada  Ltd. 

Nortruck  Mfg.  & Dist.  Ltd. 

Park  Ambulance  Service  Ltd. 

Pressure  Tech  Services  Ltd. 

Prime  Brokerage  Consultants  Ltd. 

Tam  International  Oil  Services  Ltd. 

Tartan  Transport  and  Construction  Ltd. 
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Variperm  (Canada)  Limited 

SERVICE  RIGS 

Alberta  Petroleum  Equipment  Co.  Ltd. 

B.W.  Rig  Repair  & Supply 
Brockham  Oilwell  Servicing  (1986)  Ltd. 

EnServ  Corporation 

Grizzly  Ledcor  Well  Servicing  Limited 

Grizzly  Well  Servicing  (Grand  Centre)  Ltd. 

Leyen  Oilwell  Servicing  Ltd. 

Matt’s  Manufacturing  Ltd. 

Mountain  Rig  & Equipment  division  of  281586  Alberta  Ltd. 
Mountain  Well  Service 
Petro  Well  Servicing 
Poncho  Well  Servicing  Ltd. 

Rockwell  Servicing  Inc. 

Round-Up  Well  Servicing  Inc. 

Widney  Well  Servicing  Div.  of  Brockham  Oilwell  Servicing 

SHALE  SHAKERS 

Framar  Limited 

E.A.  Kutryk  Equipment  Ltd. 

Swaco  Geolograph 
Wadeco  Oilfield  Services  Ltd. 

Wilown  Industries  Ltd. 

SHOCK  ABSORBERS 

Anvil  Machine  Ltd. 

Ducharme  Oilfield  Rentals  Ltd. 

Lynx  Tool  Company  Ltd. 

SIGN  MANUFACTURERS 

Alberta  Traffic  Supply  Ltd. 

Hi  Signs  Mfg.  Ltd. 

1-Dent  Decals  Ltd. 

SIGNAGE  & DISPLAYS 

Hi  Signs  Mfg.  Ltd. 

1-Dent  Decals  Ltd. 

SITE  PLANNING 

Lloyd  Wilson  Techskil  Ltd. 

SNUBBING  UNITS 

Crown  Well  Servicing  Ltd. 

SOFTWARE  PETROLEUM 

Canadian  Petroleum  Technology  Access  Inc. 

Chart  Information  Systems  Ltd. 

Dataworks  Inc. 

GeoGraphix,  Inc. 

International  Software  Systems  Inc. 

Petrowest  Management  Services  Ltd. 

PNG  Consultants  Ltd. 

Quest  Computer  Consultants 
Riley’s  Datashare  International  Ltd. 

Scientific  Software  - Intercomp 
Spectrum  2000  Mindware  Ltd. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

SOLAR  POWER  SYSTEMS 

Mountain  Mobile  Communications  Ltd. 

Nor’wester  Energy  Systems  Ltd. 

SOLVENTS 

Welchem  Canada  Ltd. 


SONAR 

Dawson  Engineering  and  Communications  Inc. 

SORBENT 

Envirotech  Nisku  Inc. 

SPEED  REDUCERS 

Commercial  Bearing  Service  (1966)  Ltd. 

STABILIZERS  - DRILLING 

Armor  Machine  & Mfg.  Ltd. 

Computalog  Ltd. 

Cougar  Tool  Inc. 

Ducharme  Oilfield  Rentals  Ltd. 

Eastman  Christensen 
Lynx  Tool  Company  Ltd. 

Rostel  Industries  Division  of  Taro  Ind. 

Smith  International  Canada,  Ltd. 

STAINLESS  STEEL  PRODUCTS 

Advance  Engineered  Products  Ltd. 

Fuller  Bartells  Distribution 
Wemas  Metal  Products 
Wilown  Industries  Ltd. 

STEAM  - HEATING  EQUIP.  & SYSTEMS 

Brimstone  Furnace  Works  Ltd.  Boiler  Division 
Canadian  Erectors  Limited  TIW  Western  Division 
Liberty  Boilers  & Mechanical  Services  Inc. 

STEAM  CLEANING  - INDUSTRIAL 

Nalcan  Oilfield  Disposal  Ltd. 

Tartan  Transport  and  Construction  Ltd. 

WCT  Oilfield  Services  Ltd. 

STEEL  DISTRIBUTORS  & WAREHOUSES 

C.W.  Carry  Ltd. 

STEEL  ERECTORS 

C.W.  Carry  Ltd. 

Wemas  Metal  Products 

STEEL  FABRICATORS 

Advance  Engineered  Products  Ltd. 

Alberta  Petroleum  Equipment  Co.  Ltd. 

Axelsen  Industries  (1984)  Ltd. 

Canadian  Erectors  Limited  TIW  Western  Division 
Caytec  Equipment  Ltd. 

Cherco-Barber  Ltd. 

C.W.  Carry  Ltd. 

Dacro  Industries  Ltd. 

Dann’s  Welding  & Machining 
Enviro-Tec  Inc. 

G W Welding 

Geco  Steel  Corporation  Ltd. 

Industrial  Steelcraft  A division  of  Terroco  Industries  Ltd. 
Maloney  Steel  Ltd. 

Maritime  Steel  Rolling  Ltd. 

Nortruck  Mfg.  & Dist.  Ltd. 

Process  Industries  Inc. 

Quality  Fabricating  & Supply  Limited 
Rostel  Industries  Division  of  Taro  Ind. 

Tartan  Transport  and  Construction  Ltd. 

Thermo  Design  Engineering  Ltd. 

Tru-Weld  Grating  Ltd. 

Wemas  Metal  Products 
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STEEL  PRODUCTS 

C.W.  Carry  Ltd. 

Stelco  Steel 
Supreme  Steel  Ltd. 
Tru-Weld  Grating  Ltd. 
Wemas  Metal  Products 
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Eastman  Christensen 
Martin  Decker  Totco 
Raymac  Surveys  Ltd. 

SURVEYING  INSTRUMENTS 

Eastman  Christensen 


STORAGE  - LIQUID  & BULK 

Advance  Engineered  Products  Ltd. 

Horton  C B I,  Limited 
Twin  Tops  Industries  Ltd. 

Vitri  Plastics  Inc. 

STRAINERS 

Braeside  Fabricators  Inc. 

Flo-Crest  Equipment  Alberta  Ltd. 

STRESS  ANALYSIS 

Beta  Machinery  Analysis  Ltd. 

Qsine  Corporation  Limited 

STRESS  RELIEVING 

Dacro  Industries  Ltd. 

Eljay  Gold  Bar  Diesel  & Machine  Works  Inc. 

GN  Corporations  Inc. 

STROBE  LIGHTS 

Auto  Marine  Electric  Ltd. 

Caytec  Equipment  Ltd. 

Dawson  Engineering  and  Communications  Inc. 

SUBS 

Armor  Machine  & Mfg.  Ltd. 

Cougar  Tool  Inc. 

Key  Oilfield  Rentals  Limited 
Lynx  Tool  Company  Ltd. 

Rostel  Industries  Division  of  Taro  Ind. 

SUBSTRUCTURES 

Cherco-Barber  Ltd. 

Tri  Service  Machine  Ltd. 

Wel-Can  Welding  & Fabrication  Ltd. 

SUCKER  RODS  - NEW  & USED 

Axelson  Canada  Inc. 

Dover  Corporation  (Canada)  Limited  Alberta  Oil  Tool  Division 
J.M.  Huber  Corporation 
Reinhold  Industries  Ltd. 

Shearer  Supply  Ltd. 

Stelco  Steel 

SULPHUR 

Propak  Systems  Ltd. 

SUPERVISORY  CONTROL  SYSTEMS 

CB  Engineering  Ltd. 

SUPPLY  HOUSES 

Cidco  Industrial  Supplies  Ltd. 

Columbia  Oilfield  Supply  Ltd. 

Nusco  Manufacturing  & Supply  Ltd. 

SURVEYING 

All-West  Surveys  (1982)  Ltd. 

Challenger  Surveys  & Services  Ltd. 

ENSCO  Canada  Inc. 


SWABBING 

Beta  Well  Service 

Grizzly  Ledcor  Well  Servicing  Limited 
Grizzly  Well  Servicing  (Grand  Centre)  Ltd. 

Guiberson  Division,  Dresser  Canada,  Inc. 

Otis  Engineering 
Plains  Perforating  Ltd. 

Poncho  Well  Servicing  Ltd. 

Stingray  Service  Rigs 
Stingray  Swabbing  Ltd. 

SWING  & SWIVEL  JOINTS 

Ability  Industrial  Supply  Co.  Ltd. 

Carreau  Oilfield  Specialties 

SWITCHES  - ELECTRIC 

Jackson  Power  & Electric  Ltd. 

SWITCHES  - FLOW 

Parval  Equipment  Ltd. 

SWIVELS 

Canadian  Rig  Ltd. 

Domino  Machine  Co.  Ltd. 

Northwell  Rentals  Ltd. 

Roda  Machine  & Mfg.  Ltd. 

Walker  Steel  Corporation 

TABLES  - ROTARY 

Alberta  Petroleum  Equipment  Co.  Ltd. 

TANK  CLEANING 

Advance  Engineered  Products  Ltd. 

Kiseki  Oilfield  Inc. 

Nalcan  Oilfield  Disposal  Ltd. 

Rene’s  Instrumentation  and  Compressor  Services  Ltd. 
Seller’s  Oilfield  Service 

TANK  CLEANING  EQUIPMENT 

Seller’s  Oilfield  Service 

TANK  ERECTING 

Alberta  Tank  & Storage  Ltd. 

Enviro-Tec  Inc. 

Horizon  Transport  Ltd. 

TANK  GAUGES 

Alberta  Tank  & Storage  Ltd. 

Muis  Controls  Ltd. 

TANK  INSTALLATION 

Alberta  Tank  & Storage  Ltd. 

Tartan  Transport  and  Construction  Ltd. 

TANK  INSULATION 

C & I Insulation 

Fuller  Bartells  Distribution 
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TANK  LINING  & COATING 

Masterkote  A Division  of  Milcorp  Industries  Limited 

Milcorp  Industries  Limited 

Mocoat,  A Div.  of  MVW  Holdings  Ltd. 

Twin  Tops  Industries  Ltd. 

Vitri  Plastics  Inc. 

TANK  MOVING 

Alberta  Tank  & Storage  Ltd. 

Horizon  Transport  Ltd. 

TANK  PAINTERS 

Mocoat,  A Div.  of  MVW  Holdings  Ltd. 

TANK  REPAIRING 

Advance  Engineered  Products  Ltd. 

Alberta  Tank  & Storage  Ltd. 

Industrial  Steelcraft  A division  of  Terroco  Industries  Ltd. 
Twin  Tops  Industries  Ltd. 

Vitri  Plastics  Inc. 

TANK  TESTING 

Rivest  Bros.  Enterprises  (1977)  Ltd. 

TANKS  - BOLTED 

Alberta  Tank  & Storage  Ltd. 

Alco  Gas  & Oil  Production  Equipment  Ltd. 

TANKS  - COLLAPSIBLE 

Envirotech  Nisku  Inc. 

TANKS  - FIBREGLASS 

Thornhill  Ranching  Products  Ltd. 

Twin  Tops  Industries  Ltd. 

Vitri  Plastics  Inc. 


TANKS  - PRESSURE 

Cessco  Fabrication  & Engineering  Limited 

Dacro  Industries  Ltd. 

Liberty  Boilers  & Mechanical  Services  Inc. 
Norward  Energy  Services  Corp. 

TANKS  - RENTAL 

Canadian  Hydrex  Limited 
Dean’s  Oilfield  Services  Ltd. 

Norward  Energy  Services  Corp. 

Premier  Propane  Inc. 

Priority  Projects  Ltd. 

TANKS  - USED 

Nelson  Machinery  Company  Ltd. 

TAPES 

Fuller  Bartells  Distribution 
G.C.  McCaffrey  & Associates  Ltd. 

Jet-Lube  of  Canada  Ltd. 

TARPAULINS 

Calgary  Tent  & Awning  Ltd. 

Warner  Shelter  Systems  Limited 

TAX  CONSULTANTS  - INTERNATIONAL 

Petrowest  Management  Services  Ltd. 

TAX  CONSULTING  - PROPERTY  TAX 

BRI  Consulting  Group  Ltd. 

Petrowest  Management  Services  Ltd. 

TECHNICAL  TRAINING  SYSTEMS 

Canadian  Petroleum  Training  Institute 


TANKS  - MANUFACTURING 

Advance  Engineered  Products  Ltd. 

Braeside  Fabricators  Inc. 

Canadian  Hydrex  Limited 

Cessco  Fabrication  & Engineering  Limited 

Enviro-Tec  Inc. 

Industrial  Steelcraft  A division  of  Terroco  Industries  Ltd. 
Liberty  Boilers  & Mechanical  Services  Inc. 

Matt’s  Manufacturing  Ltd. 

Northwest  Pipe  & Supply  Co.  Ltd. 

Nusco  Manufacturing  & Supply  Ltd. 

Petrolite  Canada  Inc.-Tretolite  Division 
Process  Industries  Inc. 

Twin  Tops  Industries  Ltd. 

Vitri  Plastics  Inc. 

Wemas  Metal  Products 

TANKS  - METAL 

Alberta  Tank  & Storage  Ltd. 

EnServ  Corporation 
Enviro-Tec  Inc. 

Liberty  Boilers  & Mechanical  Services  Inc. 

Rex  Gray  Welding  & Contracting  Ltd. 

Thornhill  Ranching  Products  Ltd. 

Wemas  Metal  Products 

TANKS  - PLASTIC 

Thornhill  Ranching  Products  Ltd. 

Twin  Tops  Industries  Ltd. 

Vitri  Plastics  Inc. 


TELECOMMUNICATIONS  EQUIPMENT 
AGT  Private  Mobile  Systems 

Mountain  Mobile  Communications  Ltd. 


TELEMETERING  SYSTEMS  & EQUIPMENT 

AGT  Private  Mobile  Systems 

Micrologic  Limited 
Willowglen  Systems  Ltd 

TELEMETRY  EQUIPMENT  & SYSTEMS 
AGT  Private  Mobile  Systems 

Foothills  Industrial  Products  (1988)  Ltd. 

Micrologic  Limited 
Willowglen  Systems  Ltd 

TELEVISION  SYSTEMS  & EQUIPMENT 

Mountain  Mobile  Communications  Ltd. 

THALHEIMER  Commercial  and  Corporate  Film  and  Video 

TEMPERATURE  CONTROL  EQUIPMENT 

Ability  Industrial  Supply  Co.  Ltd. 

CB  Engineering  Ltd. 

Muis  Controls  Ltd. 

Wheatley  Canada  Ltd. 

TEMPERATURE  MONITORING  SYSTEMS 

Bently  Nevada  Canada  Ltd. 

Power  Ignition  Consultants  Ltd. 


Edition 


-115- 


TESTING  - NONDESTRUCTIVE 

Rivest  Bros.  Enterprises  (1977)  Ltd. 
Western  Instruments  Inc. 

Western  N.D.T. 

TESTING  APPARATUS 

CB  Engineering  Ltd. 

THERMOCOUPLES 

Ability  Industrial  Supply  Co.  Ltd. 

G.C.  McCaffrey  & Associates  Ltd. 

Power  Ignition  Consultants  Ltd. 

THERMOSTATS 

Wheatley  Canada  Ltd. 

THREAD  COMPOUND 

Carreau  Oilfield  Specialties 
Interlock  Technologies  Limited 
Jet-Lube  of  Canada  Ltd. 

Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

THREAD  PROTECTORS 

Farr  Canada  Ltd. 

Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

THREADING 

Guardian-Hyalog  Oilfield  Services 
Interlock  Technologies  Limited 
Lynx  Tool  Company  Ltd. 

TONGS  - CASING  & TUBING 

Carreau  Oilfield  Specialties 
Farr  Canada  Ltd. 

LTV  Energy  Products  Company  Limited 

Varco  BJ  Oil  Tools 

Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

TOOLS 

Auto  Marine  Electric  Ltd. 

Cardinal  Industrial  Electronics  Ltd. 
Precimax  Mfg.  Ltd. 

TOP  DRIVE  DRILLING  SYSTEMS 

Canadian  Rig  Ltd. 

Varco  BJ  Oil  Tools 

TORQUE-TURN  SERVICES 

B.G.  Spin-Tech  Inc. 

Farr  Canada  Ltd. 

Rig  Service  Equipment  Ltd. 

Weatherford  Oil  Tool  Co.  (1983)  Ltd. 

TRACERS  - RESERVOIR 

Ankha  Nuclear  Industries  (Canada)  Inc. 

TRACKED  VEHICLES 

All-Track  Service  (1984)  Ltd. 

Bombardier  Inc. 

Enertec  Geophysical  Services  Ltd. 
Forest  Lease 

Mark  Fyhn  Enterprises  Ltd. 

TRADE  SHOWS 

Canadian  Exhibition  Management  Inc. 

Ener-West  Oil  & Gas  Services  Show 
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National  Petroleum  Show 

TRADING  AGENTS 

TransMeridian  Inc. 

TRAILERS  - EQUIPMENT  & SERVICE 

Advance  Engineered  Products  Ltd. 

Alta-Fab  Structures  Ltd. 

TRAILERS -TRUCK 

Advance  Engineered  Products  Ltd. 

TRAINING  CONSULTANTS 

Ankha  Nuclear  Industries  (Canada)  Inc. 

Canada  Safety  Associates 
Canada  Training  Group  Int’l 
Canadian  Petroleum  Training  Institute 
Contract  Log  Analysis  Ltd. 

Horizon  Transport  Ltd. 

Paladin  Projects  International  Ltd. 

Petroleum  Industry  Training  Service 
Procurement  Dynamics  Consulting 
Hugh  W.  Reid  & Associates  Ltd. 

Spectrum  2000  Mindware  Ltd. 

United  Resource  Safety  Ltd. 

Vicom  Ltd. 

Westpoint  Safety  Services  Inc. 

TRANSMISSIONS 

Allied  Transmissions  Ltd. 

TRANSMITTERS 

ITT  Barton  Instruments 

TRANSPORTATION  COMPANIES 

Allcargo  Forwarders  International  Inc. 

Business  Flights 
Caron  Transportation  Systems 
DFI-Division  of  Dave  Freeland  Transport 
Drummond  Transportation  Services  Ltd. 

Economy  Carriers  Limited 
Hazmat  Transportation  Services  Ltd. 

Horizon  Transport  Ltd. 

Milcorp  Industries  Limited 

Miller  Oilfield  Hauling  A Division  of  Milcorp  Industries  Limited 
North  American  Moving  & Storage  (Calgary) 

Northern  Air  Charter  (P.R.)  Inc. 

Tartan  Transport  and  Construction  Ltd. 

TREATERS  - PRODUCTION 

Canadian  Hydrex  Limited 
Cord  Projects  Ltd. 

International  Oilfield  Equipment  Brokers  Ltd. 

Maloney  Steel  Ltd. 

Northwest  Pipe  & Supply  Co.  Ltd. 

Priority  Projects  Ltd. 

Rialta  Supply  Ltd. 

Wells  Hall  Fabrication  & Construction  Ltd. 

TRENCHING 

Burly  Oil  Ltd. 

Mustang  Engineering  and  Construction  Limited 

TRENCHING  EQUIPMENT 

Alberta  Hydro  Trenching  Ltd. 
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TRUCK  PARTS 

G & G Radiator  (1983)  Ltd. 

Standen’s  Limited 

Target  Distributors  (Edmonton)  Ltd. 

Western  Star  Trucks  (Calgary)  Ltd. 

TRUCK  RENTING  & LEASING 

Horizon  Transport  Ltd. 

Western  Star  Trucks  (Calgary)  Ltd. 

TRUCK  TANK  & TANK  TRAILER  MFG. 

Standen’s  Limited 

TRUCK  TOOL  BOXES 

Caytec  Equipment  Ltd. 

Certified  Rentals  Ltd. 

Matt’s  Manufacturing  Ltd. 

Nortruck  Mfg.  & Dist.  Ltd. 

Target  Distributors  (Edmonton)  Ltd. 

Thornhill  Ranching  Products  Ltd. 

TRUCKS  - SALES  & SERVICE 

Western  Star  Trucks  (Calgary)  Ltd. 

TUBE  - COILS  - STAINLESS  STEEL 

Edmonton  Tube  Sales  Ltd. 

Hangwell  Coil  Tubing  Services  Ltd. 

TUBE  - NICKEL  ALLOY 

Edmonton  Tube  Sales  Ltd. 

TUBE  - STAINLESS  STEEL 

Edmonton  Tube  Sales  Ltd. 

TUBE  FITTINGS 

Edmonton  Tube  Sales  Ltd. 

TUBING  - NEW 

Abandonrite  Services  Ltd. 

LTV  Energy  Products  Company  Limited 
Nusco  Manufacturing  & Supply  Ltd. 

Prudential  Steel  Ltd. 

Sooner  Pipe  & Supply  (Canada)  Limited 
Triumph  Tubular  & Supply  Ltd. 

TUBING -USED 

Abandonrite  Services  Ltd. 

Nusco  Manufacturing  & Supply  Ltd. 

Triumph  Tubular  & Supply  Ltd. 

TUBING  INSPECTION 

Milcorp  Industries  Limited 
Superior  Inspection  Services 
A Division  of  Milcorp  Industries  Limited 
Universal  Thread  Services 
Western  Instruments  Inc. 

TUBING  THREADING 

Guardian-Hyalog  Oilfield  Services 
Interlock  Technologies  Limited 
Vam  Premium  Connections  Limited 

TUBULAR  PRESSURE  TESTING 

Abandonrite  Services  Ltd. 

Hydrotestors  Canada  Limited 


TURBINE  METERS 

Muis  Controls  Ltd. 

Simark  Controls  Ltd. 

Sur-Flo  Meters  & Controls  Ltd. 

TURBINE  REPAIRS 

Simark  Controls  Ltd. 

TURBINES 

Alberta  Governor  Service  Ltd. 

Simark  Controls  Ltd. 

ULTRA-VIOLET  LIGHTS 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Western  N.D.T. 

ULTRASONIC  INSPECTION 

Canada  Inspection  Associates  Ltd. 

Guardian-Hyalog  Oilfield  Services 
Rivest  Bros.  Enterprises  (1977)  Ltd. 

Superior  Inspection  Services 
Western  Instruments  Inc. 

Western  N.D.T. 

UNINTERRUPTIBLE  POWER  SUPPLIES 

Alltra  Engineering  Services  Ltd. 

Nor’wester  Energy  Systems  Ltd. 

UNIONS 

Carreau  Oilfield  Specialties 
GN  Corporations  Inc. 

Guiberson  Division,  Dresser  Canada,  Inc. 

Weltec  Oilfield  Specialties,  Inc. 

UNIT  HEATERS 

Energlo  Diesel  Heaters  Ltd. 

RUFFNECK  Heaters 

Summit  Engineering  Sales  (Calgary)  Ltd. 

VACUUM  & TANK  TRUCK  SERVICES 

Dean’s  Oilfield  Services  Ltd. 

VACUUM  EQUIPMENT  & SYSTEMS 

Ace  Asphalt  & Maintenance  (Products)  Ltd. 

Redmont  Equipment  Inc. 

VACUUM  SERVICES 

Ceda- Reactor  Ltd. 

VALVE  ACCESSORIES 

Alberta  Safety  Valve  Ltd. 

Axelson  Canada  Inc. 

Erichsen,  A GH  Bettis  Company 
Gledhill  Steel  Products  Inc. 

Parval  Equipment  Ltd. 

Pro-Tech  Valve  Sales  Ltd. 

Sealweld  Corporation  Ltd. 

Sealweld  Services 
Western  Valve  Services 

VALVE  ACTUATORS 

Barber  Industries  Ltd. 

Cooper  Industries  (Canada)  Inc.  Cooper  Oil  Tool  Div. 
Erichsen,  A GH  Bettis  Company 
Fto-Crest  Equipment  Alberta  Ltd. 

Gledhill  Steel  Products  Inc. 
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Inland  Valve  Corporation  Ltd. 

Master  Flo  Valve  Inc. 

Muis  Controls  Ltd. 

Orbit  Valve  Canada  Ltd. 

Otis  Engineering 
Parval  Equipment  Ltd. 

Pro-Tech  Valve  Sales  Ltd. 

Rotork  Controls  (Canada)  Ltd. 

Simark  Controls  Ltd. 

M.A.  Stewart  & Sons  Ltd. 

Valtek  Controls  Ltd. 

Western  Valve  Services 

VALVE  OPERATORS 

Barber  Industries  Ltd. 

Cooper  Industries  (Canada)  Inc.  Cooper  Oil  Tool  Div. 
Erichsen,  A GH  Bettis  Company 
Foothills  Industrial  Products  (1988)  Ltd. 

Gledhill  Steel  Products  Inc. 

Inland  Valve  Corporation  Ltd. 

Parval  Equipment  Ltd. 

Rotork  Controls  (Canada)  Ltd. 

Western  Valve  Services 

VALVES  & FITTINGS 

B.W.  Rig  Repair  & Supply 
Columbia  Oilfield  Supply  Ltd. 

Edmonton  Tube  Sales  Ltd. 

Flo-Skid  Manufacturing  Inc. 

Galaxy  Oilfield  Service  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Mac-Chem  Industries  Limited 
National  Oilwell  Canada  Ltd. 

Nusco  Manufacturing  & Supply  Ltd. 

Parval  Equipment  Ltd. 

R K Machine  Shop 
Scepter  Manufacturing  Co.  Ltd. 

M.A.  Stewart  & Sons  Ltd. 

T.I.L.  A Division  of  Terroco  Industries  Ltd. 

Texflo  Machining  Limited 
Valgro  Ltd. 

Karl  W.  Walthers  General  Repairs  Machining  & Mfg. 
Western  Valve  Services 

VALVES  - BALL 

Ability  Industrial  Supply  Co.  Ltd. 

Arinah  Services  Ltd. 

Caproco  (1987)  Limited 

Cooper  Industries  (Canada)  Inc.  Cooper  Oil  Tool  Div. 
Flo-Crest  Equipment  Alberta  Ltd. 

GN  Corporations  Inc. 

Hangwell  Coil  Tubing  Services  Ltd. 

Homco  International  Ltd. 

Inland  Valve  Corporation  Ltd. 

LTV  Energy  Products  Company  Limited 
Master  Flo  Valve  Inc. 

Nutron  Manufacturing  Ltd. 

Orbit  Valve  Canada  Ltd. 

Pro-Tech  Valve  Sales  Ltd. 

Shafco  Blowout  Prevention  Ltd. 

M.A.  Stewart  & Sons  Ltd. 

Thuro  Services  (Western)  Ltd. 

Valgro  Ltd. 

Valtek  Controls  Ltd. 

Western  Valve  Services 

VALVES  - BUTTERFLY 

Cooper  Industries  (Canada)  Inc.  Cooper  Oil  Tool  Div. 


Dover  Corporation  (Canada)  Limited  Alberta  Oil  Tool  Division 
Flo-Crest  Equipment  Alberta  Ltd. 

Inland  Valve  Corporation  Ltd. 

Parval  Equipment  Ltd. 

Pro-Tech  Valve  Sales  Ltd. 

M.A.  Stewart  & Sons  Ltd. 

Valtek  Controls  Ltd. 

Weltec  Oilfield  Specialties,  Inc. 

VALVES  - CHECK 

Campbell  Industries  Ltd. 

Flo-Crest  Equipment  Alberta  Ltd. 

GN  Corporations  Inc. 

Homco  International  Ltd. 

Inland  Valve  Corporation  Ltd. 

Parval  Equipment  Ltd. 

Pro-Tech  Valve  Sales  Ltd. 

Red  Wing  Tool  Co.  Ltd. 

M.A.  Stewart  & Sons  Ltd. 

Stream-Flo  Industries  Ltd. 

Tega  Oilfield  Supply 
Thuro  Services  (Western)  Ltd. 

Valtek  Controls  Ltd. 

Western  Valve  Services 
Wheatley  Canada  Ltd. 

VALVES  - CONTROL 

Chinook  Industrial  Ltd. 

Dover  Corporation  (Canada)  Limited  Alberta  Oil  Tool  Division 
Flo-Crest  Equipment  Alberta  Ltd. 

Inland  Valve  Corporation  Ltd. 

Master  Flo  Valve  Inc. 

Muis  Controls  Ltd. 

Parval  Equipment  Ltd. 

Sur-Flo  Meters  & Controls  Ltd. 

Valtek  Controls  Ltd. 

Western  Valve  Services 
Wheatley  Canada  Ltd. 

VALVES  - GATE 

Ability  Industrial  Supply  Co.  Ltd. 

Arinah  Services  Ltd. 

Axelson  Canada  Inc. 

Carreau  Oilfield  Specialties 

Cooper  Industries  (Canada)  Inc.  Cooper  Oil  Tool  Div. 

Homco  International  Ltd. 

Inland  Valve  Corporation  Ltd. 

Key  Oilfield  Rentals  Limited 
Lory  Oilfield  Rentals  (1987)  Ltd. 

Pro-Tech  Valve  Sales  Ltd. 

Shafco  Blowout  Prevention  Ltd. 

M.A.  Stewart  & Sons  Ltd. 

Stream-Flo  Industries  Ltd. 

Valgro  Ltd. 

Walker  Steel  Corporation 
Western  Valve  Services 
Wheatley  Canada  Ltd. 

VALVES  - GLOBE 

Inland  Valve  Corporation  Ltd. 

Pro-Tech  Valve  Sales  Ltd. 

M.A.  Stewart  & Sons  Ltd. 

Valtek  Controls  Ltd. 

VALVES  - HYDRAULIC  CONTROL 

Arinah  Services  Ltd. 

Axelson  Canada  Inc. 

Erichsen,  A GH  Bettis  Company 
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Lory  Oilfield  Rentals  (1987)  Ltd. 

Shafco  Blowout  Prevention  Ltd. 

Valtek  Controls  Ltd. 

WAREHOUSING 

Drummond  Transportation  Services  Ltd. 

Intermec  Systems  Corporation 

VALVES  - KNIFE  GATE 

Inland  Valve  Corporation  Ltd. 

Pro-Tech  Valve  Sales  Ltd. 

Western  Valve  Services 

Milcorp  Industries  Limited 

Miller  Oilfield  Hauling  A Division  of  Milcorp  Industries  Limited 

Milpark  Drilling  Fluids  A division  of  Baker-Hughes  Canada  Inc. 

North  American  Moving  & Storage  (Calgary) 

Thornhill  Ranching  Products  Ltd. 

VALVES  - NEEDLE 

Inland  Valve  Corporation  Ltd. 

Pro-Tech  Valve  Sales  Ltd. 

WARNING  SYSTEMS 

Nor’wester  Energy  Systems  Ltd. 

WASTE  MANAGEMENT 

VALVES  - PIG 

Master  Flo  Valve  Inc. 

Alberta  Treating  Chemicals  Ltd. 

Ceda-Reactor  Ltd. 

VALVES  - PLUG 

Arinah  Services  Ltd. 

Romeo  International  Ltd. 

Inland  Valve  Corporation  Ltd. 

Lynx  Tool  Company  Ltd. 

Orbit  Valve  Canada  Ltd. 

Parval  Equipment  Ltd. 

Pro-Tech  Valve  Sales  Ltd. 

Shafco  Blowout  Prevention  Ltd. 

Western  Valve  Services 

Wheatley  Canada  Ltd. 

Environmental  Waste  Management  Ltd. 

Nalcan  Oilfield  Disposal  Ltd. 

Newalta  Corporation 

Rene’s  Instrumentation  and  Compressor  Services  Ltd. 

Thuro  Services  (Western)  Ltd. 

Volker  Stevin  Offshore  Canada  Inc. 

Wadeco  Oilfield  Services  Ltd. 

Wearmouth  Waste-Tech 

WASTE  RECOVERY 

Rene’s  Instrumentation  and  Compressor  Services  Ltd. 

WATER  ANALYSIS 

VALVES  - REPAIRING 

Arinah  Services  Ltd. 

Gledhill  Steel  Products  Inc. 

Key  Oilfield  Rentals  Limited 

Simark  Controls  Ltd. 

Valgro  Ltd. 

Western  Valve  Services 

Chemex  Labs  Alberta  Inc. 

Chemical  & Geological  Laboratories  Inc. 

Nonwest  Labs 

Wearmouth  Waste-Tech 

Western  Industrial  Laboratories  Limited 

WATER  DISPOSAL 

VALVES  - SAFETY 

Alberta  Safety  Valve  Ltd. 

Axelson  Canada  Inc. 

Cantech  Controls  Division  of  Cantech  Corporation 
Flo-Crest  Equipment  Alberta  Ltd. 

Griffith  Oil  Tool  Ltd.  A Div.  of  Dreco  Group 

Norward  Energy  Services  Corp. 

Tega  Oilfield  Supply 

Weltec  Oilfield  Specialties,  Inc. 

Burly  Oil  Ltd. 

CENTENNIAL  Petroleum  Company  Ltd. 

Central  Treating  Ltd. 

Nalcan  Oilfield  Disposal  Ltd. 

Newalta  Corporation 

Reda  Pump  Limited 

Rice  Engineering  & Operating  Ltd. 

Thuro  Services  (Western)  Ltd. 

WATER  HAULING 

VALVES  - SOLENOID 

Cantech  Controls  Division  of  Cantech  Corporation 
Flo-Crest  Equipment  Alberta  Ltd. 

Burly  Oil  Ltd. 

Dean’s  Oilfield  Services  Ltd. 

M & J Oilfield  Services  Co.  Ltd. 

Tartan  Transport  and  Construction  Ltd. 

VARIABLE  SPEED  DRIVES 

Alltra  Engineering  Services  Ltd. 

Centrilift  A Division  of  Baker-Hughes  Canada  Inc. 
Simark  Controls  Ltd. 

Speedco  Drives  Ltd. 

WATER  PURIFICATION  EQUIPMENT 

Drilling  Fluids  Treatment  Systems  Inc. 

E.A.  Kutryk  Equipment  Ltd. 

WATER  SOURCE  WELLS 

VENTILATING  EQUIPMENT 

Summit  Engineering  Sales  (Calgary)  Ltd. 

Reda  Pump  Limited 

WATER  TREATING  EQUIPMENT 

VIBRATION  CONTROL 

G.P.R.  Industries  Ltd. 

Liberty  Boilers  & Mechanical  Services  Inc. 

Natco  Canada 

Petrolite  Canada  Inc.-Tretolite  Division 

Taber  Solids  Control  Ltd. 

VIBRATION  INSTRUMENTATION 

Bently  Nevada  Canada  Ltd. 

Cardinal  Industrial  Electronics  Ltd. 

Volker  Stevin  Offshore  Canada  Inc. 

Welchem  Canada  Ltd. 
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WELDING 

Advance  Engineered  Products  Ltd. 

Almac  Machine  Works  Ltd. 

Asko  Machine  Industries  Ltd. 

Brimstone  Furnace  Works  Ltd.  Boiler  Division 
Caytec  Equipment  Ltd. 

Dacro  Industries  Ltd. 

Dann’s  Welding  & Machining 
F T S Diamond  Machine  Works 
Gledhill  Steel  Products  Inc. 

Fleadhunters  Diesel  Ltd. 

Industrial  Steelcraft  A division  of  Terroco  Industries  Ltd. 

Liberty  Boilers  & Mechanical  Services  Inc. 

Maloney  Steel  Ltd. 

Thermo  Design  Engineering  Ltd. 

Wemas  Metal  Products 

WELDING  EQUIPMENT  & SUPPLIES 

G W Welding 
Jager  Industries  Inc. 

Kimto  Manufacturing  Company  Ltd. 

Petrol  Welding  (1986)  Ltd. 

Polyquip  of  Canada  Ltd. 

TPS  Machine  & Welding 

WELDING  FITTINGS 

Galaxy  Oilfield  Service  Ltd. 

Industrial  Steelcraft  A division  of  Terroco  Industries  Ltd. 

WELDING  INSPECTION 

International  Radiography  & Inspection  Services  (1976)  Ltd. 
Superior  Inspection  Services  A Division  of  Milcorp  Industries  Limited 
Western  N.D.T. 

WELL  ABANDONMENT  SERVICES 

Abandonrite  Services  Ltd. 

EnServ  Corporation 
Petro  Weil  Servicing 
Tartan  Transport  and  Construction  Ltd. 

Western  Oilfield  Environmental  Services  Ltd. 

WELL  INFORMATION 

Digitech  Information  Services  Ltd. 

Drilling  Records 

Riley’s  Datashare  International  Ltd. 

WELL  INFORMATION  MANAGEMENT  SYSTEMS 

Dataworks  Inc. 

Digitech  Information  Services  Ltd. 

GeoGraphix,  Inc. 

Petrowest  Management  Services  Ltd. 

Tri-Ener-Tech  Petroleum  Services  Ltd. 

WELL  LOG  ANALYSIS 

Atlas  Wireline  Services 
Contract  Log  Analysis  Ltd. 

PNG  Consultants  Ltd. 

Scientific  Software  - Intercomp 
Spectrum  2000  Mindware  Ltd. 

WELL  TEST  ANALYSIS 

Diagnostic  Engineering  Inc. 

Norward  Energy  Services  Corp. 

PNG  Consultants  Ltd. 

Pressure  Tech  Services  Ltd. 

Reda  Pump  Limited 


Hugh  W.  Reid  & Associates  Ltd. 

Scientific  Software  - Intercomp 
Tri-Ener-Tech  Petroleum  Services  Ltd. 

WELLHEAD  ENCLOSURES 

Mocoat,  A Div.  of  MVW  Holdings  Ltd. 

WELLHEAD  EQUIPMENT,  SALES  & SERVICE 

Abandonrite  Services  Ltd. 

Apollo  Machine  & Welding 
Barber  Industries  Ltd. 

Boreal  Machine  Ltd 
Campbell  Industries  Ltd. 

Cooper  Industries  (Canada)  Inc.  Cooper  Oil  Tool  Div. 
C R C Wellhead  Supply  Limited 
Domino  Machine  Co.  Ltd. 

GN  Corporations  Inc. 

Galaxy  Oilfield  Service  Ltd. 

Indel  Davis  Ltd. 

Jiro  Oilfield  Supply  Ltd. 

Maloney  Steel  Ltd. 

Matt’s  Manufacturing  Ltd. 

Midfield  Supply  Ltd. 

Millway  Industries  Ltd. 

National  Oilwell  Canada  Ltd. 

Quality  Steel  Foundries  Ltd. 

Roda  Machine  & Mfg.  Ltd. 

South  Peace  Machine  Ltd. 

Stream-Flo  Industries  Ltd. 

Tree  Savers  International  Ltd. 

Triumph  Tubular  & Supply  Ltd. 

Walker  Steel  Corporation 
Weltec  - Alan  Industries  Inc. 

Weltec  Oilfield  Specialties,  Inc. 

WELLSITE  ACCOMMODATION 

Alta-Fab  Structures  Ltd. 

ATCO  Manufacturing  & Leasing 
Buzzard  Rentals  Ltd. 

C & V Portable  Accommodations  Ltd. 

Ducharme  Oilfield  Rentals  Ltd. 

GIC  Structures  Inc. 

Roadway  Trailers  Limited 
Travco  Industrial  Housing  Limited 

WELLSITE  GEOLOGY 

Codeco  Engineering  Ltd. 

WHMIS  TRAINING  & CONSULTING 

United  Resource  Safety  Ltd. 

WINCHES 

Caytec  Equipment  Ltd. 

Delta  Hydraulic  Power  Ltd. 

WIRE 

Cardinal  Industrial  Electronics  Ltd. 

Wilown  Industries  Ltd. 

WIRE  ROPE 

B.W.  Rig  Repair  & Supply 
Wire  Rope  Industries  Ltd. 

WIRELINE  EQUIPMENT  SALES  & SERVICE 

Bonnett’s  Wireline  Services  Ltd. 

Brace  Tool 
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Canadian  Perforators  Ltd. 

Computalog  Ltd. 

GN  Corporations  Inc. 

Matt’s  Manufacturing  Ltd. 

Otis  Engineering 
Precimax  Mfg.  Ltd. 

Pretec  Wireline  & Production  Testing  Services  Inc. 
Szantech  Machine  Tools  Inc. 

WIRING  DEVICES 

Cardinal  Industrial  Electronics  Ltd. 


WORKOVER  FLUID  DISPOSAL 

Newalta  Corporation 

X-RAY  INSPECTION  SERVICE 

Canada  Inspection  Associates  Ltd. 

Rivest  Bros.  Enterprises  (1977)  Ltd. 

Western  N.D.T. 

XENON  FLASHERS 

Dawson  Engineering  and  Communications  Inc. 
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Province  of  Alberta 

Department  of  the  Attorney  General 

Bowker  Building 
9833-  109  St. 

Edmonton,  AB 
T5K  2E8 

Ph.  (403)  427-2339 
Attorney  General:  Ken  Rostad 

The  department  was  established  when  the  Alberta  government  was 
formed  and  is  the  branch  of  government  concerned  with  law  in  the 
province.  The  department  is  split  into  three  sections:  civil,  criminal  and 
constitutional  and  energy.  Some  of  the  responsibilities  of  this  depart- 
ment are:  drafting  of  provincial  legislation,  land  titles,  and  personal 
property  registration  which  includes  oil  wells  and  ships. 


Department  of  Economic  Development  and  Trade 

12  FI.,  9940-  106  St. 

Edmonton,  AB 
T5K  2P6 

Ph.  (403)  427-0670 
Fax:  (403)  422-9107 
Minister:  Peter  Elzing 
Deputy  Minister:  A.G.  McDonald 

The  department  leads  the  development,  coordination  and  implementa- 
tion of  the  provincial  government's  economic  diversification  strategy. 
Via  four  major  working  divisions,  the  department  strives  to  maintain  a 
climate  conducive  to  investment,  foreign  and  domestic  trade  and  the  es- 
tablishment of  new  businesses.  The  divisions  (Small  Business  and 
Industry,  Business  Finance  and  Investment,  Policy  and  Planning,  and 
T rade)  offer  a multitude  of  programs  and  initiatives  and  are  supported  by 
Finance  and  Administration  and  Human  Resources  branches.  Acting  as 
a separate  entity,  yet  responsible  to  the  department,  the  Office  of  the 
Commissioner  General  for  T rade  and  T ourism  also  promotes  trade  and 
supports  the  province's  economic  development. 


Department  of  Energy 

10  FI.,  9945-  108  St. 

Edmonton,  AB 
T5K  2G6 

Ph.  (403)  427-3590 
Minister:  Rick  Orman 
Deputy  Minister:  M.F.  Kanik 

The  department  performs  four  basic  functions:  it  disposes  of  mineral 
rights  and  administers  mineral  agreements  on  behalf  of  the  crown;  it 
provides  policy  recommendations  and  advice  on  energy  to  the  govern- 
ment; it  advises  on,  establishes  and  administers  the  fiscal  regimes  and 
royalty  system  through  which  the  government  obtains  its  fair  share  of 
Alberta's  resources  (including  the  negotiation  of  fiscal  and  royalty 
regimes  for  the  major  energy  projects);  and  it  administers  energy- 
related  research,  development  and  conservation  programs. 

Department  of  Transportation  and  Utilities 

208  Legislature  Building 
Edmonton,  AB 
T5K  2B6 

Ph.  (403)  427-2081 
Minister:  J.  Allen  Adair 
Deputy  Minister:  H.M.  Alton 

In  1986  the  Department  of  Transportation  was  enlarged  to  include 
utilities.  The  utilities  portion  is  responsible  for  administering  the  rural  gas 
program,  programs  related  to  rural  electricity  services  and  for  financial 
assistance  programs  for  municipal  water  supplies  and  sewage  treat- 
ment facilities. 


Alberta  Oil  Sands  Equity 

11  FI.,  9945-  108  St. 

Edmonton,  AB 
T5K  2G6 

Ph.  (403)  427-2492 
Chairperson:  T.R.  Vant 

This  unincorporated  agency  was  established  in  1975  to  manage  Al- 
berta's equity  investment  in  the  Syncrude  project.  Its  role  has  since 
expanded  to  cover  the  management  of  Alberta's  equity  in  other  heavy 
oil  and  oil  sands  projects  such  as  the  Lloydminster  Bi-Provincial  Up- 
grader  Project,  OSLO  Commercial  Project,  and  the  OSLO  New  Ven- 
tures Project. 


Energy 


A0STRA  is  a world  leader  in  the  development  of 
technology  for  the  oil  sands  and  heavy  oil 
industries. 


Environment 


A0STRA  is  committed  to  the  development  of 
environmentally  compatible  technology. 


Enterprise 


A0STRA  licenses  extraction  and  processing 
technology,  and  sells  the  results  of  its  extensive 
R&D  programs. 

For  information,  telephone 
(403)  427-7623  (Edmonton) 

(403)  297-3380  (Calgary). 


Alberta  Oil  Sands  Technology  and  Research 
Authority 

500,  10010-  106  St. 

Edmonton,  AB 
T5J  3L8 

Ph.  (403)  427-7623 
Chairperson:  W.J.  Yurko 

The  authority  is  a provincial  crown  corporation  established  in  1974  to 
assist,  promote  and  encourage  research  necessary  to  develop  new  oil 
sands  technology;  to  compile,  assess  and  disseminate  technological 
information  relative  to  oil  sands  deposits  and  products;  to  promote  co- 
operation among  the  government  of  Alberta,  universities,  industry  and 
other  institutions  and  agencies;  and  to  solve  the  problems  impeding 
production  capacity  to  meet  the  demand  for  crude  oil,  synthetic  crude  oil 
and  associated  products. 
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Government  Agencies  & Departments,  Institutes  & Associations 


Alberta  Petroleum  Marketing  Commission 

1900,  250  - 6 Ave.  S.W. 

Calgary,  AB 
T2P  3H7 

Ph.  (403)  297-5501 
Chairperson:  Dale  Lucas 

The  Commission  was  established  in  1 974  to  secure  provincial  jurisdic- 
tion over  oil  and  gas  and  to  establish  a process  for  the  distribution  of 
revenue  from  export  sales.  Now  the  APMC  acts  as  sales  agent  for  the 
crown's  royalty  share  of  petroleum  from  crown  leases  and  offers 
marketing  services  to  producers.  In  addition,  the  APMC  collects  natural 
gas  sales  statistics,  offers  administrative  services  to  natural  gas  market- 
ers, and  represents  the  Alberta  government  at  extra-provincial  regula- 
tory proceedings. 


Energy  Resources  Conservation  Board 

640  - 5 Avenue  S.W. 

Calgary,  AB 
T2P  3G4 

Ph.  (403)  297-831 1 
Fax:  (403)  297-3381 

Co-Chairpersons:  F.J.  Mink  and  J.P.  Prince 

The  board  was  established  by  the  Alberta  government  to  regulate  the 
responsible,  safe,  and  efficient  development  of  Alberta's  energy  re- 
sources including  oil,  natural  gas,  oil  sands,  coal,  electrical  energy,  and 
the  pipelines  and  transmission  lines  to  move  resources  to  markets.The 
board's  three  main  functions  are:  evaluating  and  deciding  on  applica- 
tions for  new  or  expanded  energy  projects,  including  related  work  inthe 
areas  of  public  involvement  and  public  hearings;  regulating  existing 
energy  facilities  to  ensure  they  operate  efficiently,  avoiding  waste  and 
controlling  pollution;  and  providing  advice,  information  and  statistics  to 
the  public,  the  government,  and  the  energy  industry  about  Alberta's 
energy  resources. 


Public  Utilities  Board 

11  FI.,  10055-  106  St. 

Edmonton,  AB 
T5J  2Y2 

Ph.  (403)  427-4901 
Chairperson:  A.C.  Barfett 

The  board  is  an  independent  quasi-judicial  tribunal  established  in  1 91 5 
to  regulate  public  utilities  in  Alberta.  Investor  owned  electric  and  gas 
utilities  in  the  province  come  under  the  board's  jurisdiction.  It  regulates 
agreements  between  municipalities  and  utilities.  The  board  also  acts  as 
the  appellate  tribunal  forthe  Alberta  Petroleum  Marketing  Commission's 
setting  of  the  Alberta  Cost  of  Service.  Rural  gas  utilities  may  also  appeal 
franchise  boundary  decisions  to  the  board. 


Northwest  Territories 

Executive  Council 

Box  1320 
Yellowknife,  NWT 
X1A2L9 

Ph.  (403)  873-7112 

The  council  develops  government-wide  systems  and  standards  neces- 
sary to  formulate  government  priorities,  legislation,  policies  and  financial 
plans. 

Public  Utilities  Board 

Box  697 

Yellowknife,  NWT 
X1A2N5 


Ph.  (403)  873-0197 

The  board  was  empowered  pursuant  to  Territorial  legislation  in  1974. 
The  board  regulates  public  utilities  by  means  of  approving  franchise 
agreements  and  fixing  utility  rates  and  charges. 


Department  of  Renewable  Resources 

Box  1320 
Yellowknife,  NWT 
X1A2L9 

Ph.  (403)  873-7420 
Minister:  Titus  Allooloo 
Deputy  Min.:  Jim  Bourque 

The  responsibility  of  the  department  is  to  encourage  the  development  of 
the  renewable  resource  economy  and  sound  management  practices. 
This  department  is  also  concerned  with  the  protection  of  the  environ- 
ment and  the  continual  monitoring  of  conservation  efforts. 


Yukon  Territory 

Economic  Development:  Mines  and  Small  Business 

400,  21 1 Main  Street 
Box  2703 
Whitehorse,  YK 
Y1A2C6 

Ph.  (403)  667-5462 

Minister:  Maurice  Byblow 

Dir.  Energy  and  Mines:  Bob  Holmes 

Departmental  objectives  include  developing  the  economy  in  an  environ- 
mentally and  socially  acceptable  manner  and  promoting  the  replace- 
ment of  imports  with  Yukon  alternatives.  The  department  promotes 
efficient  use  of  energy,  and  development  of  local  energy  resources. 
Initiatives  include  development  of  a comprehensive  energy  strategy  and 
assuming  administrative  responsibility  for  oil  and  gas  development 
under  the  provisions  of  the  Northern  Accord. 

Yukon  Energy  Corporation 

Box  2703 
Whitehorse,  YK 
Y1A2C6 

Ph.  (403)  667-5028 
Pres.,  Jack  Cable 

Yukon  Utilities  Board 

Box  2703 
Whitehorse,  YK 
Y1A2C6 

Ph.  (403)  667-3792 
Minister:  Margaret  Joe 

The  board  regulates  the  operations  of  electrical  public  utilities  in  the 
territory;  it  reviews  rate  adjustment  proposals  and  has  the  power  to  hear 
and  determine  any  matter  respecting  production  and  transmission  of 
electricity  to  the  public. 


Associations  & Institutes 

Alberta  Land  Surveyors'  Association 

14403-  115  Ave. 

Edmonton,  AB 
T5M  3B8 

Ph.  (403)  452-7662 

Fax:  (403)  453-1824 

Exec.  Dir.:  Brenwyn  M.  Cooley 

Sec-Treas.  & Registrar:  Robert  F.  Baker 
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The  association  was  formed  to  ensure  the  preservation,  improvement, 
and  creation  of  survey-related  systems  and  the  provision  of  services  in 
a competent  and  ethical  manner  in  order  to  facilitate  orderly  develop- 
ment and  to  preserve  the  peaceful  and  lawful  enjoyment  of  land; 
success  being  determined  by  public  awareness  of  and  confidence  in  the 
survey  profession. 


Alberta  Society  of  Engineering  Technologists 

1520  Royal  Trust  Tower 
Edmonton,  AB 
T5J  2Z2 

Ph.  (403)  425-0626 

Fax:  (403)  424-5053 

Exec. Dir.:  Brian  McCormack,  R.E.T. 

Registrar:  Don  Byers,  M.Sc.,  C.E.T. 

The  society  promotes  and  maintains  the  recognition  of  ASET  members 
by  fostering  their  ethical  and  proficient  practice  for  the  benefit  of  the 
society.  ASET  is  the  professional  society  for  engineering  and  applied 
science  technicians  and  technologists  in  Alberta.  ASET  issues  the 
certified  technician  (C.Tech.),  applied  science  technologist  (A.Sc.T.), 
certified  engineering  technician  or  technologist  (C.E.T.),  and  registered 
engineering  technologist  (R.E.T.)  credentials. 


Alberta  Sulphur  Research  Ltd. 

2500  University  Dr.  N.W. 

Calgary,  AB 
T2N  1 N4 

Ph.  (403)  220-5372 
Fax:  (403)  284-2054 
Dir.  Res.:  J.B.  Hyne 
Mgr.:  D.E.  Jorgenson 

Established  in  1964  as  a non-profit  sulphur  research  organization, 
ASRL  maintains  an  active  research  and  development  program  sup- 
ported by  its  25  internationally  based  contributing  members  covering  a 
broad  spectrum  of  expertise  ranging  from  production  of  hydrogen 
sulphide,  to  forming,  handling  and  transportation  of  elemental  sulphur. 
The  research  facilities  are  in  well  equipped  laboratories  at  the  University 
of  Calgary  by  agreement  with  the  Board  of  Governors  of  that  institution. 
By  virtue  of  its  special  expertise  in  certain  areas,  from  time  to  time,  ASRL 
provides  a specialized  service  capability  for  members  and  occasionally 
non-members.  ASRL  has  developed  new  techniques  for  testing  and 
evaluating  products  and  processes  required  by  the  industry. 

Canadian  Association  of  Oilwell 
Drilling  Contractors 

800,  540  - 5 Ave.  S.W. 

Calgary,  AB 
T2P  0M2 

Ph.  (403)  264-431 1 
Fax:  (403)  263-3796 
Mgng.Dir.:  Don  Herring 
Exec.Asst.:  Kathryn  Lundy 

The  CAODC  represents  member  companies  in  government  and  public 
areas  and  is  responsible  for  developing  standard  procedures  for  the 
drilling  and  well  servicing  industry.  The  Association  publishes  extensive 
information  and  training  material  in  both  print  and  audio-visual  modes, 
as  well  as  standard  forms  for  industry  use. 

Canadian  Gas  Processors  Association 

229,  640  - 5 Ave.  S.W. 

Calgary,  AB 
T2P  0M6 

Ph.  (403)  263-5388 
Pres.:  Tom  Hewitt 
Sec.:  Don  Harfield 


The  association  is  a non-profit  industry  society  of  individual  members 
primarily  from  the  natural  gas  industry.  It's  mission  is  to  provide  a forum 
for  membership  to  obtain  technical  information,  interact  in  a social 
environment,  and  keep  current  on  the  business  issues  that  affect  the 
natural  gas  industry. 


Canadian  Heavy  Oil  Association 

425,  808  - 4 Ave.  S.W. 

Calgary,  AB 
T2P  3E8 

Ph.  (403)  269-1755 
Fax:  (403)  266-3731 
Off.Mgr.:  Barb  Janman 
Sec.:  Annette  Deitner 

The  association  provides:  an  appropriate  technical,  educational  and 
social  forum  for  those  employed  in,  or  associated  with,  the  heavy  oil  and 
oil  sands  industries;  technical  liaison  with  other  related  engineering  and 
technical  associations  and  bodies;  and  maintenance  of  a library  of  the 
technical  papers  presented  at  association  sponsored  functions. 


Canadian  Institute  of  Resources  Law 

2500  University  Dr.  N.W. 

Calgary,  AB 
T2N  1 N4 

Ph.  (403)  220-3200 
Fax:  (403)  282-6182 

The  Canadian  Institute  of  Resources  Law  was  incorporated  in  Septem- 
ber, 1979  to  undertake  and  promote  research,  education,  and  publica- 
tion with  respect  to  Canada's  renewable  and  non-renewable  natural  re- 
sources. Although  affilited  with  the  University  of  Calgary,  the  Institute  is 
an  independent,  federally-incorporated  non-profit  organization  which  is 
managed  by  its  own  board  of  directors.  Funding  for  the  Institute  is 
provided  by  the  Alberta  and  federal  government,  the  Alberta  Law  Foun- 
dation, other  foundations,  and  the  private  sector.  In  its  twelve  years  of 
operation  the  Institute  has  established  active  programs  in  each  of  the 
three  inter-related  areas  of  its  mandate,  namely,  research,  education, 
and  publication. 


Canadian  Petroleum  Association 

3800,  150-6  Ave.  S.W. 

Calgary,  AB 
T2P  3Y7 

Ph.  (403)  269-6721 
Fax:  (403)  261-4622 
Pres.:  Ian  R.  Smyth 

Mgr.  Public  Affairs:  Margaret  McLachlan 

The  major  responsibilities  of  the  association  include  informing  the  Ca- 
nadian public  about  critical  energy  issues,  preparing  technical  and  ana- 
lytical submissions  on  behalf  of  the  industry  for  government  agencies, 
and  gathering  and  disseminating  operating,  economic  and  policy  infor- 
mation for  members.  In  cooperation  with  government  and  environ- 
mental agencies,  the  association  commissions  research  and  helps  to 
set  guidelines forthe  petroleum  industry.  CPA's  membercompanies  are 
engaged  in  exploration,  production  and  pipeline  transportation.  They 
produce  the  majority  of  Canada's  crude  oil  and  natural  gas. 

Canadian  Petroleum  Tax  Society 

Box  2562,  Stn.  M 
Calgary,  AB 
T2P  3K8 

Pres.:  Anne  Sanderson 
Sec.:  Brad  Thomson 
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The  society  was  established  in  1955  as  an  independent  educational 
society  specializing  in  the  taxation  of  the  oil  and  gas  industry.  The  CPTS 
was  formed  to  foster  and  promote  a ready  exchange  of  ideas  and 
information  in  connection  with  the  application  and  interpretation  of 
taxing  statutes  and  regulations,  to  strive  for  uniformity,  consistency  and 
equity  in  assessment  methods  and  practices,  to  conduct  research  and 
education  programs  and  to  make  studies  of  the  various  forms  of  taxation 
and  matters  related  thereto  and  to  promote  increased  communication, 
discussion  and  liaison  with  the  various  government  departments,  agen- 
cies and  personnel  involved  in  the  taxation  of  the  oil  and  gas  industry. 


Centre  for  Frontier  Engineering  Research 

200  Karl  Clark  Road 
Edmonton,  AB 
T6N  1 E2 

Ph.  (403)  450-3300 
Fax:  (403)  450-3700 
Pres.:  Tauraj  Nasseri 

The  Centre  for  Frontier  Engineering  Research  in  a non-profit  research 
organization  currently  located  on  the  University  of  Alberta  campus  in 
Edmonton,  Alberta.  Established  in  1 983,  C-FER's  mandate  is  to  under- 
take research  related  to  the  materials,  design  and  construction  of  facili- 
ties used  in  the  development  of  Canada's  frontier  petroleum  resources. 
Initial  support  for  the  Centre  came  from  the  Devonian  Group  of  Chari- 
table Foundations,  the  Government  of  Alberta  and  the  private  sector. 
This  latter  group  now  includes  more  than  30  of  Canada's  major  steel,  pe- 
troleum, manufacturing  and  consulting  companies.  Major  funding  was 
recently  committed  to  C-FER  by  the  Governments  of  Alberta  and 
Canada  for  the  development  and  construction  of  a state-of-the-art  test 
facility  featuring  a low  temperature  structural  laboratory,  a tubular 
products  laboratory,  and  a special  environments  laboratory.  The  unique 
labs  will  support  full-scale  testing  unequaled  anywhere. 

Independent  Petroleum  Association  of  Canada 

700,  707  - 7 Ave.  S.W. 

Calgary,  AB 
T2P  0Z2 

Ph.  (403)  290-1530 
Fax:  (403)  290-1680 
Chairperson:  Bill  Anderson 
Exec. Dir.:  Jerry  Protti 

The  Independent  Petroleum  Association  of  Canada  (IPAC)  is  a Cana- 
dian trade  association  established  in  1960  currently  representing  the 
interests  of  over  320  Canadian  companies,  nearly  half  of  which  are 
directly  engaged  in  the  exploration  for  and  production  of  crude  oil  and 
natural  gas.  Other  members  provide  these  independent  producers  with 
a wide  range  of  supplies  and  services  including  drilling,  financial,  legal 
and  other  related  professional  expertise.  IPAC  works  on  behalf  of  its 
members  to  attain  an  economic  and  regulatory  environment  which 
encourages  the  growth  and  well  being  of  the  independent  sector.  It 
fosters  co-operation  between  the  industry  and  government,  aims  to 
heighten  understanding  of  the  sector  and  provide  information  to  mem- 
bers on  matters  affecting  the  industry. 

Institute  of  Sedimentary  and  Petroleum  Geology 

3303  - 33  St.  N.W. 

Calgary,  AB 
T2L  2A7 

Fax:  (403)  292-5377 
Dir.:  Dr.  G.D.  Mossop, 

Asst.Dir.:  G.G.  Smith 

The  Institute  is  a division  of  the  Geological  Survey  of  Canada  (GSC).  It 
is  an  important  source  of  information  and  expertise  on  the  geology,  geo- 
physics, geochemistry  and  resource  potential  of  sedimentary  basins  in 
western  and  northern  Canada. 


Petroleum  Communication  Foundation 

1250,  633 -6  Ave.  S.W. 

Calgary,  AB 
T2P  2Y5 

Ph.  (403)  264-6064 
Fax:  (403)  237-6286 
Exec. Dir.:  Merry  Chellas 
Comm.Co-ord.:  Gila  Naderi 

The  foundation  is  a non-profit  organization  established  in  1975  to  in- 
crease public  awareness  of  Canada's  petroleum  industry.  The  founda- 
tion's members  are  companies  who  represent  all  areas  of  the  industry. 
The  foundation's  programmes  provide  general,  factual,  information 
about  the  Canadian  petroleum  industry. 

Petroleum  Joint  Venture  Association 

229,  640  - 5 Ave.  S.W. 

Calgary,  AB 
T2P  3G4 

Ph.  (403)  269-6522 
Fax:  (403)  269-2787 
Pres.:  Dave  Savage 
Vice-Pres.:  Jay  Park 

The  association  provides:  an  organized  forum  in  which  industry  repre- 
sentatives involved  in  joint  venture  activities  may  exchange  ideas  in 
business  and  social  atmospheres;  educational  sessions  through  which 
members  may  enhance  their  knowledge  and  understanding  of  all 
aspects  within  joint  venture  responsibilities;  an  organization  through 
which  current  problems  relating  to  joint  venture  activities  may  be 
discussed  and  resolved;  and  a forum  through  which  members  can  avail 
themselves  of  expertise  in  land,  law,  marketing,  engineering,  account- 
ing and  business. 


Petroleum  Services  Association  of  Canada 

800,  540  - 5 Ave.  S.W. 

Calgary,  AB 
T2P  0M2 

Ph.  (403)  264-4195 
Fax:  (403)  263-3796 
Pres.:  Jerry  Thomson 
Gen. Mgr.:  R.L.  (Roger)  Soucy 

The  Petroleum  Services  Association  of  Canada  (PSAC)  is  a trade 
association  of  oilfield  service,  supply  and  manufacturing  companies 
formed  to  provide  a unified  body  to  effectively  deal  with  matters  of  the 
industry.  The  association's  objective  is  to  improve  relationships  be- 
tween governments  and  their  agencies,  the  public,  and  the  petroleum 
industry  in  general. 


Propane  Gas  Association  of  Canada  Inc. 

1800,  300 -5  Ave.  S.W. 

Calgary,  AB 
T2P  3C4 

Ph.  (403)  263-0450 
Pres.:  H.B.  Vesty 
Mgng.Dir.:  W.L.  (Bill)  Kurtze 

This  is  a vertically  integrated  Canadian  T rade  Association  composed  of 
235  member  companies,  including  producers  and  marketers  of  propane 
gas,  manufacturers  of  equipment  such  as  appliances  and  containers, 
service  organizations,  and  other  related  companies. 

Society  of  Management  Accountants  of  Alberta 

1800,  125-9  Ave.  S.E. 

Calgary,  AB 
T2G  0P6 

Ph.  (403)  269-5341 
Fax:  (403)  262-5477 
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Decisions,  Decisions... 
Make  it  easy  on  yourself. 


Find  your  answers  quickly  with  the  Southam  Energy  Group 
. . .first  in  energy  information  marketing  and  communications.  We  Deliver! 


sale  postings),  with  in-depth  news  analysis  of  current  exploration 
hot  spots  in  Canada. 


Weekly... 

Energy  Analects  provides  you  with  essential  energy 
market  news  and  analysis,  covering  crude  oil,  natural  gas, 
electricity,  petroleum  products,  natural  gas  liquids,  coal,  nuclear 
power,  and  petrochemicals. 

CAODC  Rig  Locator  updates  all  drilling  and  service  rig 
activity  in  Canada  by  contractor  and  area,  including  province, 
operator,  L.S.D.,  rig  type  and  capacity,  complete  with  address  and 
telephone  number  of  each  contractor,  plus  more. 

Weekly  Operator  Report  lists  each  week,  by  oil  company 
operator  all  the  wells  the  company  currently  has  active  in  western 
Canada  with  updated  status  and  results. 


Daily... 

Nickle’s  Daily  Oil  Bulletin  delivers  the  latest  oil  and  gas 
industry  news,  land  sales  and  drilling  reports  to  key  executives  in 
the  oil  patch  and  head  offices,  providing  up  to  the  minute  details 
on  oil  and  gas  exploration,  drilling,  production,  transportation 
and  prices. 


New  Specialized  Report  Capabilities... 

Have  any  specialized  report  custom  built  to  your  needs, 
including  Well,  Rig  and  Land  data  reports,  or  any  combination.  You 
decide  what  information  you  require.  Well  history  reports, 
Contractor  History,  Spud  or  Rig  Release  reports,  Weekly  Drilling 
Completions,  full  print  outs  of  Top  Spender  and  Top  Operator  and 
Top  Operator  by  metres.  Available  electronically  as  well. 


New...Immediate...Online 

The  Southam  Energy  Group  now  offers  The  Daily  Oil 
Bulletin  on  your  computer  system  - at  your  fingertips  - in  your 
office.  The  electronic  version  is  delivered  to 
your  computer  for  distribu- 
tion to  internal  users.  You 
will  have  immediate  access 
to  a keyword  searchable, 
electronic  archive  of  the 
publications. 


Biennially... 

The  National  Petroleum  Show  attracts  over  40,000  oil 
country  buyers  who  spend  better  than  12  billion  dollars  per  year 
on  products,  services  and  supplies.  The  best  way  to  meet  your 
prospects. 

Energy  in  Canada  answers  your  questions  on  prices, 
spending,  supply  and  demand  for  all  energy  segments. 
Performance  of  the  industry  is  detailed,  with  information  on  key 
government  contracts,  corporate  profiles,  statistics  and  more. 

Yearly... 

The  Canadian  Oil  Register  details  complete  corporate 
information  on  over  5,000  companies  and  more  than  15,000 
people  involved  in  all  areas  of  the  energy  industry. 

Canadian  Energy  Index  cites  more  than  6,000  articles 
published  by  Southam’s  leading  energy  media,  cross-referenced 
in  over  100  categories.  You’ll  find  what  you  need  fast. 

PMA  Ownership  Structures  of  Principal  Petroleum 
Companies  in  Canada  is  a detailed  accounting  of  who  owns  whom 
in  the  petroleum  industry,  giving  you  the  information  required  to 
analyze  and  understand  financial  structures  and  changes. 

Quarterly... 

Nickle’s  Oil  and  Gas  Statistics  Quarterly  provides  all  the 
numbers  you  need  to  see  where  industry  is  headed  and  who  are 
the  most  active  and  successful  players.  Provides  company 
information  on  cash  flow,  profits,  production  and  reserves  and 
industry-wide  statistics  on  production,  pipeline  shipments,  prices, 
drilling,  land  purchases  and  seismic  activity. 

Bi-Weekly... 

Geo-Plat  Bulletin  reports  exclusively  on  seismic  crew 
activity  and  geophysical  surveys,  including  data  plats,  (Alberta  land 
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Southam  Business  Communications  Inc. 

#300, 999  - 8 Street  S.W.,  Calgary,  Alberta  T2R  1 N7  Ph:  (403)  244-6111  Fax:  (403)  245-8666 
Toll  Free  Canada  1-800-268-7742  Toll  Free  United  States  1-800-387-0273 


Have  We  Got 
Equipment! 


When  it  comes  to  field  equipment,  we’re  our  toughest  critic.  No 
matter  what  the  job ...  no  matter  what  the  climatic  conditions . . . 
no  matter  what  the  terrain . . . our  equipment  HAS  to  work  hard . . . and 
it  HAS  to  work  properly. 

We’ve  spent  years  perfecting  equipment,  manufacturing  to  exacting 
specifications,  designed  to  PERFORM. 

It  performs  in  all  kinds  of  diverse  conditions  that  range  from  the  heat 
of  The  Middle  East  desert  to  northern  Alaska  and  the  Siberian  arctic. 

Despite  the  excellence  we’ve  attained,  we  continually  work  to  improve 
every  piece  we  manufacture.  Make  it  more  reliable,  effective  and 
easier  to  operate . . . always  with  safety  being  a number  one  priority. 


If  we  make  it . . .you  can  COUNT  ON  IT. 
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RACMASTER 


For  More  Information  Contact  Your  Sales  Representative 
1800,  505  - 5th  Street  S.W.,  Calgary,  Canada  T2P  3J2  Telephone:  (403)  262-2222  Fax:  (403)  265-4967 
A Member  of  The  Fracmaster  Group  of  Companies 


Where  to  find  the  Albertans 

INTERESTED  IN  DOING  BUSINESS 

WITH  AN  ALBERTA  COMPANY 

OR  VISITING  THIS  CANADIAN  PROVINCE? 

WE  INVITE  YOU  TO  CONTACT  OUR 

KNOWLEDGEABLE  REPRESENTATIVES 


11111111 


New  York 

Alberta  House 
27th  Floor 

General  Motors  Building 
767  Fifth  Avenue 
New  York,  New  York  10153 
U.S.A. 

Telephone:  (212)  759-2222 
Telefax:  (212)  759-3682 


Hong  Kong 

Alberta  House 
Rooms  1003-1004, 10th  Floor 
Tower  2,  Admiralty  Centre 
18  Harcourt  Road,  Central 
Hong  Kong 

Telephone:  (852)  528-4729 
Telex:  802-61961+ 

Telefax:  (852)  529-8115 


FOR  ALL  THE  INFORMATION  YOU  NEED: 

♦ ♦ ♦ ♦ 


Liberia 

ECONOMIC  DEVELOPMENT  , 
AND  TRADE 

11th  Floor,  Sterling  Place 
9940  - 106  Street 
Edmonton,  Alberta 
Canada  T5K  2P6 
Tel:  (403)  427-4809 
Telex:  037-2197 
Fax:  (403)  422-9127 


Los  Angeles 
Alberta  House 
Suite  3535 

333  South  Grand  Avenue 
Los  Angeles,  California  90071 
U.S.A. 

Telephone:  (213)  625-1256 
Telefax:  (213)  626-2107 


London 
Alberta  House 
1 Mount  Street 
London  England  W1Y  5AA 
Telephone:  4471-491-3430 
Telex:  51-23461+ 

Telefax:  4471-629-2296 


Tokyo 

Alberta  House 
3rd  Floor,  Canada  Place 
3-37  Akasaka,  7-Chome 
Minato-ku,  Tokyo  107 
Japan 

Telephone:  81-3-3475-1171 
Telex:  72-28543+ 

Telefax:  81-3-3470-3939 


Seoul 

Alberta  House 
Suite  303 

The  Westin  Chosun  Hotel 
87,  Sogong-Dong 
Chung-Ku,  Seoul  100-070 
Korea 

Telephone:  82-2-773-8961/5 
Telefax:  82-2-773-8966 
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